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BACKGROUND 

The   10  mile  Emergency  Planning  Zone  (EPZ)    for  all  Nuclear 
Generating  Power  Stations  was  established  in   1979  as  a 
result  of  the  issuance  of  new  Nuclear  Regulatory 
Commission   (NRC)  and  Federal  Emergency  Management  Agency 
(FEMA)  Guidelines.     These  Planning  guidelines  were  pro- 
mulgated  in  a  document  known  as  NUREG  065M  and  were  fina- 
lized    and   issued   in  October  1  9 80 .     Consequently,  new 
radiological  emergency  response  plans  were  developed  for  a 
potential  accident  at  the  Pilgrim  Nuclear  Power  Station 
located  in  Plymouth,  MA.     Three  (3)  Reception/Processing 
Centers  were  established  for  evacuees  from  the  five  (5) 
emergency  planning  zone   (EPZ)   communities  of  Plymouth, 
Carver,   Kingston,   Duxbury  and  Marshfield  namely: 

0     State  Hospital,   Taunton,  MA. 

0     Bridgewater  State  College,   Bridgewater,  MA. 

0     Hanover  Mall,   Hanover,  MA. 

The  public  officials  of  these  communities  agreed  to  "host" 
the  Reception/Processing  Centers  and  accepted  the  obliga- 
tion of  the  operation  of  the  processing  centers.     In  1986, 
the  owners  of  the  Hanover  Mall   (a  private  sector  facility) 
requested  to  be  relieved  of  the  Hanover  Mall's  assignment 
as  a  processing  center  for  evacuees  and  the  Commonwealth 
Massachusetts  Civil  Defense  Agency  and  Office  of  Emergency 
Preparedness  (MCDA/OEP)  granted  this  request. 

A  subsequent  study  produced  by  the  Boston  Edison  Company 
(BECO),  the  owners  of  the  Pilgrim  Station  purported  that 
the  two  (2)   remaining  reception  centers  located  in  Taunton 


and  Bridgewa ter ,   MA  would  be  sufficient   in  the  event  of  an 
evacuation  of  the  EPZ  communities.     The  Commonwealth 
MCDA/OEP  nothwi thstand ing  this  report  from  the  utility 
takes  the  position  that  a  third  processing  center  is 
necessary  in  order  to  take  full  advantage  of  the  road 
system  leading  away  from  the  EPZ  communities.     MCDA/OEP  is 
convinced  that  the  availability  of  a  3rd  northern  pro- 
cessing center  results  in  a  more  effective  departure 
program  thereby  enhancing  the  public's  safety   in  the  event 
of  an  accident  requiring  total  evacuation  of  all  5  EPZ 
communities  simultaneously. 

In  MCDA/OEP's  search  for  a  northern  Reception  Center  to 
replace  the  Hanover  Mall,    it  became  obviously  apparent 
that  the  best  site  would  be  to  find  a  processing  center 
that  would  have  a  minimum  impact  on  the  community  in 
which  it  would  be  located  so  the  following  ideal  criteria 
was  established: 


NEW  FACILITY  CRITERIA 

1.  The  facility  be  beyond  the  15  mile  distance  from  the 
EPZ  communities  as  recommended  by  FEMA. 

2.  The  facility  be  owned  by  the  State. 

3.  The  facility  be  preferably  located  adjacent  to  an 
interstate  or  State  highway  thereby  eliminating  the 
travel  by  assigned  evacuees  over  community  roadways. 

4.  The  facility  be  operated  by  State  personnel  and  con- 
sequently avoid  community  operational  responsibility 
as  a   'host  community'. 

5.  The  facility  could  accommodate  and  would  serve  eva- 
cuees from  the  towns  of  Marshfield,   Duxbury,   and  the 
Saquish  Neck-Gurnet  District  of  Plymouth,  MA. 

On  the  basis  of  the  above  criteria  a  facility  survey  was 

conducted  by  MCDA/OEP 
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RESULTS  OF  THE  SURVEY 

The  MA  State  Department  of  Public  Works  garage  located  at 

the  intersection  of  Route  #128  (Interstate  #95)  and  State 

Route  #9,   located  in  Wellesley,  MA  appeared  to  be  an  ideal 

site  based  on  the  above  stated  criteria.     Distances  from 

EPZ  communities  involved: 

0     Marshfield  -  34  miles  from  Exit  12  of  Route  3 

at  Route  139. 

0     Duxbury  -  38  miles  from  Exit  11   of  Route  3 
at  Route  14. 

0     Saquish/Gurne t  Plymouth  Line  -  48  miles  from  the  beac 
of  the  Saquish-Gurne t  area  of  Plymouth,  MA. 

Consequently  MCDA/OEP  requested  of  you  Mr.    Secretary  to 
allow  us  to  conduct  a  feasibility  study  in  order  to  deter- 
mine whether  the  facility  and  State  Personnel  under  the 
provisions  of  Executive  Order  #144  could  perform  the 
mission  of  receiving  and  processing  evacuees  from  the 
above  named  EPZ  communities  with  a  high  degree  of  opera- 
tional capability  providing  appropriate  public  safety 
response  services/activities  in  the  event  of  an  accident 
at  the  Pilgrim  Power  Plant. 

FEASIBILITY  STUDY  PROCESS 

Ms.   Judith  Kazunas  MCDA/OEP  Agency  Planner  was  assigned  as 
the  coordinator  of  the  feasability  study  effort: 
Step  #1 

A  request  was  made  of  BECO  to  survey  the  facility  in 
cooperation  with  facility  Superintendent  John  Sullivan  in 
order  to  determine  whether  this  four  (4)   plus  acre  site 
and  its  buildings  could  be  utilized  as  a  processing  center 
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for  evacuees.     ATTACHMENT  A  reflects  the  basics  of  the  BECO 
survey  with  their  recommendations  for  physical  enhan- 
cements to  the  main  building  which  is  a  garage,  and 
reflects  other  operational  resources  identified. 


Step  #2 

A  meeting  was  held  on  March  31,    1988  with  the  State  Agency 
representatives  (Executive  Order  #144),   Red  Cross,  Civil 
Air  Patrol,   et  al  to  task  the  representatives  with  the 
feasibility  study  guidelines/operational  assignment 
tasking  and  that  they  study  the  potential  objectives  and 
inform  MCDA/OEP  if  the  missions  were  feasible.     A  follow 
up  meeting  was  held  with  the  same  group  for  the  purpose  of 
ascertaining  State  agencies  concerns  relative  to  missions 
assigned.     The  agenda  for  this  meeting  and  other  related 
meetings  with  pertinent  meeting  material  and  requirements 
are  contained  in  ATTACHMENT  B. 


Written  responses  from  the  State  Agencies,   Civil  Air 
Patrol,   Red  Cross,   et  al  are  contained  in  ATTACHMENT  C 
and  reflects  their  official  comments/concerns  to  whether 
the  missions/tasks  assigned  are  feasible.     A  written  com- 
munications contained   in  ATTACHEMENT  C  from: 
National  Guard 

Public  Health  (Radiation  Control 
MCDA/OEP  Communications  Officer 
Department  of  Education 
Department  of  Public  Works 
Department  of  Mental  Health 
Department  of  Public  Safety 
Public  Health  (Emergency  Medical 
MA  Bay  Transportation  Authority 
Civil  Air  Patrol 
American  Red  Cross 

CAUTION:    IN  MANY  INSTANCES  THE  AGENCY  REPRESENTATIVES 
COMMENTS  ADDRESS  OPERATIONAL  PLANNING  CONCERNS  GOING 
BEYOND  THE  ORIGINAL  FEASIBILITY  REQUEST  AND  THE  REVIEWER 
OF  THIS  REPORT  SHOULD  TAKE  THIS  INTO  CONSIDERATION. 


Program ) 


Services ) 
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Step  #3 

Analysis  of  all  of  the  activities  and  materials  emanating 
from  Steps  1   and  2  and  the  beginning  of  the  formulation  of 
this  report  which  involves  a  recommendation. 

Step  #4 

Indicated  in  the  material  and  information  we  have  analyzed 
is  a  concern  for  the  distance  the  Wellesley  State  DPW 
facility  is  away  from  the  EPZ  communities  which  it  would 
serve.     As  a  result  I  assigned  Donald  Remark  an  MCDA/OEP 
planner  to  ascertain  nationwide  if  there  are  other 
situation/plans  that  would  reflect  the  same  or  similar 
distances.     The  results  of  that  study  appear  to  indicate 
three  (3)  Reception  Centers  in  other  states  are  at  least 
35  miles  from  nuclear  power  plants  and  ten   (10)  plants  in 
other  states  have  reception  centers  40  to  -50  miles  away 
from  the  nuclear  power  plant. 

We  have  requested  that  the  related  States  Emergency 
Management  Agencies  of  Virginia,    Florida,   Maryland,  New 
York,    Illinois,   Kansas  and  Louisiana  send  us  copies  of 
their  response  plans  in  order  that  we  be  familiar  with  the 
public  safety  features  of  these  individual  state  reception 
facility  ut il i t izat ion  plans.     The  preliminary  results  of 
Mr.   Remarks  efforts  can  be  found  in  ATTACHMENT  E. 

GENERAL 

Allow  me  to  emphasize  that  local  officials  of  Wellesley  ie. 
Selectmen,   Civil  Defense  Director,   Police  and  Fire  Chiefs 
and  Legislative  Representatives  were  informed  of  the 
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feasibility  study,    its  objectives  and  goals.  Particular 
care  was  taken  to  ensure  that  State  employees  assigned  to 
the  MA  Department  of  Public  Works  Garage  Wellesley, 
MA. /their  Union  Representatives  were  periodically  briefed. 
Miscellaneous  letters/records  which  could  be  considered 
important  for  the  record  are  contained  in  ATTACHMENT  D. 


CONCLUSIONS 

The  results  of  the  feasibility  study  contained  herein 
appear  to  indicate  that  a  plan  with  implementing  proce- 
dures coupled  with  an  honest  to  goodness  operational  capa- 
bility and  a  recurring  training,   and  exercise  program  for 
related  State  agency  personnel  et  al  can  be  developed  for 
the  utilization  of  this  facility  as  a  processing  center 
for  evacuees  from  the  towns  of  Marshfield,   Duxbury  and  the 
Saquish-Gurnet  Area  of  Plymouth.     The  development  of  this 
plan  is  predicated  on: 

0     A  committment  by  the  Commonwealth  of 

Massachusetts  to  assign  full  time  personnel 
to  the  Director  MCDA/OEP  from  the  State 
Agencies  involved  as  determined  by  the 
Director  MCDA/OEP  for  the  purpose  of 
assisting  in  the  overall  plan  development. 

0     Contractural  planning  assistance  personnel 
from  the  Boston  Edison  Company  for  the  pur- 
pose of  producing  the  written  documents. 

0     A  realistic  BECO  sponsored  enhancement 

program  for  the  Wellesley  State  DPW  facility 
in  order  that  the  site  can  be  utilized  as  a 
processing  center.     It's  only  a  garage  now, 
and  has  to  have  significant  physical  impro- 
vements in  order  to  perform  the  emergency 
response  functions.     State  agency  supplemen- 
tary resource  requirements  should  also  be 
considered  by  BECO. 
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CONCLUSIONS  (Continued) 


A  training  program  for  the  State  Agency  per- 
sonnel assigned  et  al  supported  by  3EC0. 

A  preliminary  public  information  program  for 
all  local/state  officials  involved,  espe- 
cially for  the  officials  and 
townspeople/residents  of  Wellesley  which 
reside  adjacent  to  the  facility. 

I  call  your  attention  to  a  letter  from  the 
Wellesley  Board  of  Selectmen   found  in 
ATTACHMENT  D  which  should  be  answered.  As 
an  answer  I  suggest  forthwith  a  meeting  with 
the  Secretary  of  Public  Safety  for  local  and 
state  officials  in  order  that  these  key 
people  be  briefed. 


RECOMMENDATION 

That  the  Secretary  of  Public  Safety  allow  MCDA/OEP  to  con- 
tinue to  pursue  this  planning  endeavor  for  the  purpose  of 
producing  the  plan.     The  Secretary  of  Public  Safety  con- 
tinue to  withhold  any  final  designation  of  this  State  DPW 
facility  as  a  Reception/Processing  Center  unless  and  until 
MCDA/OEP  can  absolutely  certify  that  the  plan  is  workable, 
iraplemen table  and  enhances  and  does  not  detract  from  the 
public  safety  of  the  people  involved  in  the  event  of  an 
emergency  necessitating  its  implementation. 


Respectfully  recommended 
John  L.  Lovering 
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ATTACHMENT  A  -  18  PAGES 


♦ 


Reception 
Center 


State 


DPW 


Facility,  Weilesley 


• 


• 


♦ 


NORTHERN  RECEPTION  CENTER 


• 


% 


NORTHERN  RECEPTION  CENTER 


Total  Evacuees 


20%  estimated  Reception  Center  arrivals 


Personnel  monitoring 


Vehicle  monitoring 


Personnel  decontamination 


33,490 
6,698 

6,693  in  twelve  hours 
2,584  vehicles 
2,009 


SCHOOLS 

Duxbury 

Marshfield 


3,897 
569 


a) 


Purpose  of  a  Reception  Center  j 


©  Radiological  Monitoring  of  Evacuees  and 
their  Vehicles 


©  Decontamination  of  Evacuees  and  their 
vehicles,  if  Necessary 


©  Registration  of  Evacuees 


©  Referral  of  Evacuees  to  Mass  Care 
Shelters 


% 




Planning  Assumptions  \ 


6  6,700  persons  irom  Duxbury  and  Marshfield 
expected  to  arrive  at  the  Reception  Center 
if  an  evacuation  recommendation  is  made 
for  the  northern  portion  of  the  EPZ 


®  Evacuees  expected  to  arrive  in 
approximately  2,460  vehicles 


©  All  evacuees  will  be  monitored  within  a 
12  hour  period  of  time 


Radiological  Monitoring  and 
Decontamination  of  Evacuees 

•  Monitored  using  two  portal  monitors 

0  Handicapped  monitored  by  a  team  using 
manual  monitoring  equipment 

•  Evacuees  that  are  clean  are  sent  to 
registration  area 

©  Evacuees  with  contamination  separated 
according  to  sex  and  sent  to  the 
appropriate  locker  room 

©  Instructed  on  proper  method  of 

decontamination  by  monitoring  personnel 

©  Wash  and  /  or  shower  to  remove 
contamination 

©  Remonitored  to  verify  contamination  has 
been  removed 

©  Provided  replacement  clothing 


©  Contaminated  waste  water  collected  in 
bladders 

©  Evacuees  with  internal  contamination  or 
unsuccessfully  removed  external 
contamination,  transported  to  a  medical 
facility  for  further  treatment 
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Functions  of  Reception  Center 


Radiological  Monitoring  and 
Decontamination  of  Vehicles 


©  Monitored  upon  entrance  to  MDPW 
grounds  by  8  two  person  teams 


©  Separated  and  parked  in  either 
contaminated  parking  area  or  clean 
parking  area 


©  Decontamination  using  chemically 
impregnated  dry  wiping  clothes 


©  Decontamination  performed  during 
recovery  phase  of  emergency  or 
after  evacuees  are  processed  at 
the  facility 


% 


Functions  of  Reception  Center  [ 

Registration 


Evacuees  registered  and  reunited  with 
family  members 


©  Evacuees  requiring  lodging  referred 
to  mass  care  shelters 


•  Bus  transportation  provided  to  mass 
care  shelters  for  evacuees  who  require 
transportation 


♦ 


 s  a) 

Facilities  Enhancement 


Installation  of  2  showers  per  shower 
room 


•  Installation  of  bladders  and  "Y"  valves 
to  collect  contaminated  waste  water 


•  Addition  of  one  exit  per  shower 
room  to  facilitate  flow  of  evacuees 


©  Extension  of  parking  lot  in  front 

of  MDPW  facility  for  employee  parking 


•  Addition  of  Stockade  fence  to  separate 
facility  from  neighbors 


% 


% 
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BOSTON  EDISON  COMPANY 
EMERGENCY  PREPAREDNESS  FACILITY 


59  Industrial  Park  Road 
Plymouth,  MA  02360 


Telecopy  Numbers:    747-9546  (Administrative  &  Onslte  Planning  Downstairs) 

747-9549  (Offsite  Planning  Upstairs) 


TO:      UL-  k1o-<X^— r  Date: 


SUBJECT: 


Please  be  advised  that  a  telecopy  transmission  Is  being  sent  to  th.  attention 


This  transmission  consists  of  r?^  pages  not  Including  this  cover  Utter. 

Upon  receipt  of  transmission,  Dlease  call  747-9465  to  confirm  the  same. 
Thank  You. 


SCOPE  OF 
WORK 
TO  IMPROVE 


RECEPTION  CENTER 
FACILITIES 


JULY  1st,  1988 


4 


SCOPE  OF  WORK  | 


□ 


The  following  is  the  scope  of  work  which 
is  currently  envisioned  to  improve  the 
Reception  Center  Facilities 
at: 

•  Bridgewater  State  College 

•  Taunton  State  Hospital 

•  DPW  Facility,  Wellesley 
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STATE  DPW  FACILITY  AT  WELLESLEY 


CO 


I.  Renovations  to  Make  Facility  Habitable 
A.     Structural  Facility  Modifications 

1 .  Plumbing  None  required 

2.  Electrical  None  required 

3.  Construction  None  required 

4.  External  None  required 

II.  Renovations  for  Reception  Center  Use 

A.  Structural  Facility  Modifications 

1.  Plumbing 

2.  Electrical  -  None  required 

-  Installation  of  "Y"  valves  for  bladders 

3.  Construction 

-  Installation  of  two  showers  per  shower  room 

-  Addition  of  one  exit  per  shower  room  to  facilitate 
flow  of  evacuees 

4.  External  -  None  required 

B.  Site  Modifications 

1.  Extension  of  parking  area  In  front  of  MDPW  faclH'y. 

2.  Addition  of  stockade  fence  to  separate  facility  from  neighbors. 

C.  Reception  Center  Equipment 

1.  Bladders  4  -  7,500  gallon  bladders 

2.  Monitoring  and  Decontamination 

a.  Personnel         (see  attached  11st) 

b.  Vehicle  (see  attached  11st) 
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Town  of  Wei  1 esl ey 
Evacuee  Monitoring/Decontamination  -  Personnel 


Item  Description  Uii  Quantity 


Footlocker,  lockable 

Kit/valuables  storage 

2 

Portable  bag  frames 

Contaminated  waste 

5 

Hercullte  (lOOO'/Roll) 

Floor  covering 

2 

CDV-700  Survey  Meter 

Contamination  detection 

12 

lift-    JJ    .1.J    .              A     _        II         _  1  _ 

"Radiation  Are  sign 

Area  control 

5 

bo  gallon  piastic  waste  Dags 

Contaminated  waste 

50 

1  yai ion  zip  iock  piastic  Dags 

Contaminated  valuables 

1  590 

riauiuatlivc  malarial  SliCKcrs 

Lonvaminateo  waste 

4 

R  1  *  nkr    1  a  hoi  c 
□  1 auK    1 auc  1  3 

vaiuaDie  mar<mg 

1  590 

MasKing  tape 

Administrative  use 

4 

Hand  soap 

Ski n  cleansing 

50 

bott  scruD  Drusn 

Skin  cleansing 

20 

nair  snampoo 

Hair  cleansing 

25 

LOlLOn  SWaDS 

Body  cavity  cleansing 

200 

Scissors,  blunt  end 

General  use 

2 

Paper  hand  towels 

Decon 

10 

Paper  shower  towels 

Decon 

1268 

Black  pens 

Administrative  use 

2 

CI  Ipboards 

Adm1n1  strutl ve  use 

8 

Writing  paper 

Administrative  use 

8 
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Town  of  Wei lesley 
Evacuee  Monitoring/Decontamination  -  Personnel 


Item  Description  Ui£  Qiiintilx 

Radiological  Survey  Forms  Contaminated  Record  Forms  1690 

Property  Receipt  Forms  Contam.  Valuable  Receipts  1690 

Portal  monitors  Monitoring  of  Individuals  2 

Cotton  liners  Personnel  protection  312 

Plastic  Decon  shoe  covers  (booties)  Personnel  protection  6901 

Step  off  pads  Floor  covering  6 

Disposable  suites  -  paper  Clothing  replacement  1268 

Cellophane  probe  covers  Instrument  -  probe  cover  1 

"Monitor  Guide"  Sign  Administrative  use  5 

"CDV-700  Operation  Check"  sign  Monitoring  5 
Personnel  Decontamination  Facility 

Diagram  Area  control  2 

Grease  pencil  Sign  marking  10 

Cardboard  box  Storage/monitoring  10 

Clean  rep.  form  bag  Collection  1 

Clean  TLD  bag  Collection  i 

Contaminated  TLD  bag  Collection  1 

Contaminated  Dosimetry  bag  Collection  3 

Clean  Dosimetry  bag  Collection  1 

Radiological  Survey  Form  CollectU  6 
Accordion  file 

Property  Receipt  Form  Collection  3 
Accordion  file 

Shower  caps  (cloth)  Individuals  that  are  212 

contaminated  need  to  go 
to  the  hospital . 
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Town  of  Wei  1 es 1 ey 
Evacuee  Mon1 tori ng/Decontam1nat1on  -  Vehicle 


Item  Description  Use  Quantity 


rOOtlOCK.Br,  lOCKaulc 

M L/ValUaOl 65  storage 

i 

DArf  3  K  1  a    kin    f  t*  i  w  o 

roriaDie  uoy  Trame 

^  r\nf  ami  n>  f  a^    ui  r  f  a 

Lon  lani  i  nd I eu  Was  IB 

■3 

AAV   7AA    piirt/aw   maf  af 

Luv— fuu  survey  meier 

UOnLaini  uq.  tcO  W&5  LB 

1  A 

nomior  ouiae  sign 

Aam i n i sirat i ve  use 

r 

b 

"BarHaHnn   Arcs  11  cinn 

naQiauon  Mreoi  sign 

nrea  con tro i 

4 

j  t  u n c n l on  s 

nrea  control 

1  c 

1  D 

Kacnanon  Area  KiuDon  uuuu  ; 

Area  control 

0 

gaiion  kau  waste  oags 

contaminated  waste 

50 

Kaoioacnve  material  stickers 

contaminated  wastt? 

5 

nasi  in  wiping  toweis 

L'econ 

i  a  a  o 

I  998 

l i I pDoaros 

Administrative  use 

6 

BiacK.  pens 

Adm1n1 strati ve  use 

24 

tquipment  uecon,  Kecorcs 

contaminated  Record  Forms 

2000 

Liotn  coveralls  (w/nood) 

Personnel  protection 

48 

Pylox  gloves  (surgical) 

Personnel  protection 

48 

Durable  Decon  shoe  covers  (booties) 

Personnel  protection 

48 

Step  off  pad 

Contamination  control 

3 

Duct  tape 

Rad.  ribbon  fastening 

5 

"CDV-700  Operational  Check"  sign 

Mon1 tori r 

5 

Baggies  (probe  covers  1f  available) 

Instrument  probe  covers 

1 
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Town  of  Wei  1 esl ey 
Evacuee  Monitoring/Decontamination  -  Vehicle 


Item  Descrl ptlpfl  Ui&  Quantity. 

Masking  tape  Sign  &  probe  cover  attachment  2 

1  gallon  plastic  bags  Equipment  Decon  Records  200 

Grease  pencils  Sign  marking  6 
Vehicle  Decontamination  Facility 

Diagram  Area  control  2 

Cardboard  box  Storage  6 
Equipment  Decontamination  Record 

Accordion  file  Colledton  6 

Sticky  dots  3"  diameter  Identify  If  vehicles  are 

Green  -  clean  contaminated  or  clean  1554 
Red  -  contaminated  665 
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III.  SUMMARY 


A.  Planning 

In  order  to  utilize  the  State  DPW  Fad  lit.  at  Wellesley  as  a 
reception  center,  the  modifications  listed  above  will  Le  necessary. 

B.  Cost 

The  preliminary  prebld  cost  for  modifications  at  the  State  DPW 
Facility  at  Wellesley  have  not  been  analyzed  at  this  time. 
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ATTACHMENT  B  -  41  PAGES 


(■' 


STATE   DPW  FACILITY,  WELLESLEY 


FEASIBILITY   STUDY  TASKING 


For  possible  utilization  as  a  Reception  Center 
for   the  Emergency  Response  Plan  in  reference  to 
the  Pilgrim  Nuclear  Power  Plant,   Plymouth.  Mass 


John  L.   Lovering.   Deputy  Director,  MCDA 
Buzz  Kausner,   Director  NSEPP.  MCDA 
Edward  Fratto,   Assistant  Directo.r  NSEPP,  MCDA 
Judith  Kazunas,   Planner,  MCDA 


c 


MASSACHUSETTS   STATE  POLICE 


The  Massachusetts  State  Police  have  been  initially  assigned  the 
following  responsibility  to  support   implementation  of   a  third 
reception  center  at  the  State  DPW  facility  at  Wellesley.  This 
reception  center  would   be  utilized  to  process  people  wno  would 
evacuate  from  the  Plymouth  area    in  the  event   of   an  accident  at 
the  Pilgrim  Nuclear  Power  Plant. 

1.  Traffic  Control  and  Management 

a)  from  the  EP2  to  DPW  Wellesley 

b)  at   the  DPW  facility   including  overflow  and  backup 
traffic 

c)  from  the  DPW  facility  to  mass   care  facilities   to  be 
determi  ned 

2.  Security  at  the  DPW  facility  and  all  designated  mass 
care  facilities 

To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if  feasible,    to  develop 
implementation  plans  and  procedures,  MCDA  requires  the 
following  information  from  your  agency. 

1.  Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other  responsibilities  or  tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,    etc.,    to  implement  these  tasks? 

5.  What  are  the  training  requirements   to   insure  your 
personnel  can  implement  these  tasks? 

MCDA,   with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


e 


MASSACHUSETTS   NATIONAL  GUARD 

The  Massachusetts  National  Guard  have  been  initially  assigned 
the  following  responsibility  to  support   implementation  of  a 
third  reception  center  at  the  State  DPW  facility  at  Wellesley. 
This  reception  center  would   be  utilised   to  process  people  who 
would  evacuate  from  the  Plymouth  area   in  the  event  of  an 
accident  at  the  Pilgrim  Nuclear  Power  Plant. 

1 .  K  e  g  i  s  t  r  a  t  i  r  n  c  i   r<»  1  oc  a  t  <  •  o  s  a  t    the  DTK  facility  in 
conjunction  with  other   Ciaie  agencies. 

2.  Vehicle  decontamination   in  conjunction  with  Departmen 
of  Public  Health. 

3.  Vehicle  parking,    including  overflow  parking  at  Air 
National  Guard   facility  on  Route   9  Wellesley. 

Note:   All   contaminated  vehicles  will   be   parked   at   the  DPW 
facility.      Only  clean  vehicles  will    be  allowed  to 
overflow  to   the  Air  National  Guard  facility. 

4.  Assist  the  Massachusetts  State  Police  with  all 
security  functions. 

To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if  feasible,    to  develop 
implementation  plans  and  procedures,   MCDA  reguires  the 
following  information  from  your  agency. 

1.  Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other  responsibilities  or  tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  reguirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  reguirements;  facilities, 
equipment,    etc.,    to  implement  these  tasks? 

5.  What  are  the  training  reguirements  to   insure  your 
personnel  can  implement  these  tasks? 

MCDA,   with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  o-f   the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


c 

MASSACHUSETTS  DEPARTMENT  OF  PUBLIC  HEALTH 

The  Massachusetts  Department  of  Public  Health  have  been 
initially  assigned  the  following  responsibility  to  support 
implementation  of  a  third  reception  center  at  the  State  DPW 
facility  at  Welles  ley.  This  reception  center  would  be  utiliz 
to  process  people  who  would  evacuate  from  the  Plymouth  area  i 
the  event  of  an  accident  at  the  Pilgrim  Nuclear  Pow  r  Plant. 

1.  Mori  toting  cf  vchi  cl  vc  ^n-i  rt;Ic:c*jt.c?es. 

2.  Decontamination  of  vehicles  and  relocatees. 

3.  In  conjunction  with  Emergency  Medical  Service  and 
Department  of  Mental  Health  establish  within  the  DPW 
facility  a  medical   care  facility  for   relocate es  to 
handle   both  medical  and   crisis   counseling  service. 

4  .     Establish  procedures   and   policy  for   handling  both 
medical  and   psychological   patients   and   people  with 
other  special  needs,    in  conjunction  with  local 
hospitals. 

To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if  feasible,    to  develop 
implementation  plans  and  procedures,  MCDA  requires  the 
following  information  from  your  agency. 

L.     Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other  responsibilities  or  tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,   etc.,    to  implement  these  tasks? 

5.  What  are  the  training  requirements  to   insure  your 
personnel  can  implement  these  tasks? 

MCDA,   with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  t 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


EMERGENCY  MEDICAL  SERVICES 


The  Emergency  Medical  Cervices  have  been  initially  assigned  trie 
following  responsibility  to  support   implementation  cf   a  tnird 
reception  center  at  the  State  DPW  facility  at  Wellesley.  This 
reception  center  would   be  utilised   it   ircci-ss   pecr-l*  who  wc  u  1  d 
evacuate  from  the  Plymouth  area   in  the  event   of   an  accident  at 
the  Pilgrim  Nuclear  Power  Plant. 

site.      A  1 1 e ; 1 1 1  c  I j     i  i  v*u  d     •-*   ^  j  v  e  t  j   L  %<   t<  u  c  i  .  c   •>  >  >  I«  ~ 
special  need. 

2.     Determine   if   any  architectural   barriers  may  exist  at 
the  site   that  will    inhibit   handicapped  access  and 
egrecs . 


3.     Emergency  medical   services  en   route  from  the  ETZ  to 
V.1  e  1 1  c  s  ]  e  y  . 


To  determine  the  feasibility  and   possible  utilization  of  the 
Wellesley  DPW  facility  and,    if   feasible,    to  develop 
implementation  plans  and   procedures,   MCDA  requires  the 
following  information  from  your  agency. 

L.     Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 


2.  Are  there  other   responsibilities  or   tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,   etc.,    to   implement  these  tasks? 

5.  What  are  the  training  requirements  to   insure  your 
personnel  can  implement  these  tasks? 

MCDA.   with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  cf  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


MBTA 

The  MBTA  have  been  initially  assigned  the  following 
responsibility  to  support   implementation  of   a   third  reception 
center  at  the  State  DPW  facility  at  Wellesley.     This  reception 
center  would  be  utilized  to  process  pr-ople  wno  would  evacuate 
from  the  Plymouth  area   in  the  event  of  an  accident  at  the 
Pilgrim  Nuclear  Power  Plant. 

1.     rrovir  i«r:  <  i   &3  5    t>Utft".    ii&Pv.-rttj  i  y   t  (•  sH}»j'fM    r    ?r*r«»*.  ••<*:' 
processed  at   trie  lr,e  lies  ley  i^-riiity,  including 
transportation   to  mass   care  facilities. 

To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if   feasible,    to  develop 
implementation  plans  and  procedures,   KCDA  requires  the 
following   information  from  your  agency. 

1.  7^re  the  above   responsibilities   feasible  for  your 
agency  to  implement? 

2.  Arc   there  other   responsibilities  or   tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,    etc.,    to   implement  these  tasks? 

5.  What  are  the  training  requirements  to   insure  your 
personnel  can  implement  these  tasks? 

MCDA,   with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of   the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


DEPARTMENT  OF  EDUCATION 


"he  Department  of  Education  have  been  initially  assigned  the 
following  responsibility  to  support   implementation  of  a  third 
reception  center  at  the  State  DPW  facility  at  Wellesley.  This 
reception  center  would   be  utilized   10  process   people  who  would 
evacuate  from  the  Plymouth  area   in  the  event  of   an  accident  at 
the  Pilgrim  Nuclear  Power  Plant. 

1.  Provide  to  the  extent  possible  state  educational 
facilities  for  utilization  as  mass  care  facilities  for 
relocatees.      (For  example  Mass  Bay  Community 
College).     This  will  be  conducted   in  conjunction  with 
the  American  Red  Cross. 

2.  Provide  assistance  to  the  ARC  in  staffing,  and 
training  of   shelter  management  personnel. 

To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if   feasible,    to  develop 
implementation  plans  and  procedures,   MCDA  requires  the 
following  information  from  your  agency. 

1.  Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other   responsibilities  or   tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,    etc.,    to  implement  these  tasks? 

5.  What  are  the  training  requirements   to   insure  your 
personnel  can  implement  these  tasks? 

MCDA,  with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


AMERICAN   RED  CROSS 


The  American  Red  Cross   have   been   initially  assigned  the 
following  responsibility  to  support   implementation  of  a  third 
reception  center  at   the  State  DPW  facility  at  Wellesley.  This 
reception  center  would   be  utilized   to  process   people  who  would 
evacuate  from  the  Plymouth  area   in  the  event  of  an  accident  at 
the  Pilgrim  Nuclear  Power  Plant. 

1.  provide  mass  care  and   lodging  for   rfcloeatees  after 
they  have   been  registered  and   processed   at  the 
Wellesley  facility. 

2.  Determine  resources,    physical  facilities  and  equipment 
necessary  to  provide  mass  care  and   lodging  to  all 
relocateec   including  school  children. 

3.  Coordinate  paperwork  procedures  at   registration  center 
and  mass  care  facilities   to  insure 
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To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if  feasible,  to 
implementation  plans  and  procedures.  MCDA 
following  information  from  your  agency. 

L.     Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other  responsibilities  or  tasks  not' listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,    etc.,    to   implement  these  tasks? 

5.  What  are  the  training  requirements   to  insure  your 
personnel  can  implement  these  tasks? 

MCDA.   with  planning  support  from  Boston  Edison,    must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


MASSACHUSETTS  DEPARTMENT  OF  PUBLIC  WORKS 


The  Massachusetts  Department  of  Public  Works  have  been 
initially  assigned  the  following  responsibility  to  support 
implementation  of  a   third   reception  center  at   the  State  DPW 
facility  at  Wellesley.     This   reception  center  would   r>e  utilized 
to  process  people  who  would  evacuate  from  the  Plymouth  area  in 
the  event  of  an  accident  at  the  Pilgrim  Nuclear  Power  Plant. 

1.  Coordinate  facility  enhancement   program  in  r o  n  i u  n  r r  i  o  n 
with  MCDA  and  boston  Edison.     Enhb  nci-me  i  c  wilJ 
include  physical  renovation,    equipment,    supplies,  etc. 
in  consideration  of   the  requirements  at  all  State 
agencies  who  play  a   role  at  the  Wellesley  facility. 

2.  Provide  overall   management   and   readinecs   at  the 
facility  to   insure   timely  and   efficient  activation  arid 
operation. 

3.  Assist  Massachusetts   State  Police  and  National  Guard 
with  security. 

4.  Review  and  approve  all  state  agency  plans  and 
procedures  for  utilization  at  the  Wellesley  DPW 
facility,    based  upon  the  recommendation  of   the  MCDA 
project  coordinator  and  the  Boston  Edison  personnel. 

To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if  feasible,    to  develop 
implementation  plans  and  procedures,  MCDA  requires  the 
following  information  from  your  agency. 

1.  Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other  responsibilities  or   tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,    etc.,    to  implement  these  tasks? 

5.  What  are  the  training  requirements   to  insure  your 
personnel  can  implement  these  tasks? 

MCDA.  with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


COMMUNICATIONS 


The   (responsibility  to  be  determined)   have  been  initially 
assigned  the  following  responsibility  to  support  implementation 
of  a  third  reception  center  at   the  State  DPW  facility  at 
Welleslev.     This  reception  center  would   be  utilized   to  process 
people  who  would  evacuate  from  the  Plymouth  area   in  the  event 
of  an  accident  at  the  Pilgrim  Nuclear  Power  Plant. 

1.  Establish  a  rr  v.\\\m\.  i  ca  r  i  one  renter  ni    the  Kullecley  WVi 
facility. 

2.  Recommend  equipment  and  enhancements   necessary  to 
communicate  with  all  key  operational  state  agencies 
and  others.     This   includes  a  major  communication  link 
with  the  state  EOC  at  Framingham. 

3.  Staff  the  DPW  facility  with  the  appropriate 
communications  personnel   in  conjunction  with  the 
desires  of   the  MDPW   (possible   integration  of  Civil  Air 
Patrol   personnel   under   the  existing  memorandum  of 
understanding  between  MCDA  and   the  CAP.  Also 
utilization  of  RACES  personnel   and   equipment  to  the 
maximum  extent  possible. 

To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if  feasible,    to  develop 
implementation  plans  and  procedures,   MCDA  requires  the 
following  information  from  your  agency. 

1.  Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other  responsibilities  or  tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,   etc.,   to  implement  these  tasks? 

5.  What  are  the  training  requirements  to  insure  your 
personnel  can  implement  these  tasks? 

MCDA,  with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


DEPARTMENT  CF  MENTAL  HEALTH 


The  Department:  of  Mental  Health  nave  been  initially  assigned 
the  following  responsibility  to  support   implementation  of  a 
third  reception  center  at  the  State  DPW  facility  at  Wellesley. 
This  reception  center  would   be  utilized   to  process   people  who 
would  evacuate  from  the  Plymouth  area   in  the  event  of  an 
accident  at  the  Pilgrim  Nuclear  Power  Plant. 

1 .  Establish  and  staff  or  i  s  5  r  c  on  ri  r  •  •  1  i  i  n  or'n  *  *>  r     *   ?  h'' 
Wellesley  reception  2  a  c  :  1  i  i  y  . 

2.  Provide  crisis  counseling  at   the  reception  facility 
for  relocatees  as  well  as   reception  center   and  shelter 
management  personnel. 


Determine  resources,    eguipment,    facility  and  personnel 
reguirements  and   provide   recommendations   for  facility 
enhancement.      Special  attention  should   be  given   to  the 
physically  and  emotionally  handicapped. 

Coordinate  and  assist  the  Department  of  Public  Health, 
Emergency  Medical  Services  and  American  Fed  Cross  in 
the  performance  of  their  assigned  tasks  as  they  relate 
to  mental  health. 


To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if  feasible,    to  develop 
implementation  plans  and  procedures,   MCDA  requires  the 
following  information  from  your  agency. 


1.  Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other  responsibilities  or  tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 


4.  What  are  the  resource  requirements;  facilities, 
equipment,    etc.,    to  implement  these  tasks? 

5.  What  are  the  training  requirements  to  insure  your 
personnel  can  implement  these  tasks? 


MCDA,   with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of   the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


Kinutes  of  kcla/EO  I^^/bLCo  Meeting 
RECEPTION  CENTER  FEASIBILITY  STUDY  -  STATE  DPU  FACILITY,   WELLESLEY  (_y 

March  31,    1988       10:00  am 

Director  Boulay  -  Opening 

Stated  that  a  joint  responsibility  between  MCDA  and 
government  agencies  is  needed  to  implement  this  project. 

Peter  Agnes  Jr.  -     Stated  the  purpose  of  the  meeting  was  to  revise  and 

improve  a  plan  for  the  Wellesley  DPW  facility.  The 
first  requirement  of  this  plan  is  to  designate  a 
Reception  Center.     The  plan  would  include 
decontamination,  monitoring,   assign  shelters,  etc. 
bridgewater  State  Hospital  and  Taunton  are  two 
facilities.     The  third  would  have  been  Hanover,  but 
they  no  longer  want  to  be  involved.     Wellesley  is  now 
being  considered.     The  facility  would  serve  Marshfield, 
Duxbury  and  Plymouth.     It  will  be  located  at  the 
intersection  on  Route  9  in  Wellesley.     Mr.   Agnes  met 
with  Wellesley  Fire  Chief  and  the  Legislators  of  those 
communities  involved  to  talk  over  the  Wellesley  site. 
Major  considerations  for  thir  site  would  be  traffic, 
parking,  decontamination  facility,  etc.     V.'ill  also  need 
to  meet  with  several  government  agencies  such  as  Red 
Cross,  Medical  Services,  etc. 

Director  Boulay  -    Introduction  of  Albert  Samano  of  BECo. 

Albert  Samano      -    The  four  major  activities  at  the  Wellesley  site  would 

be:   1)  Monitoring  (Portal/Personal) , 
2)  Decontamination,     3)  Registration  Point, 
4)  Referral  to  mass  care  shelters.     Red  Cross  stated 
that  3  out  of  10  people  will  go  to  mass  care  shelters. 
An  estimate  of  6  700  evacuees  will  arrive  at  the 
facility  with  an  average  of  2400  cars.     Upon  arrival, 
vehicles  will  be  monitored  for  contamination  by  8 
two-man  teams.     Contaminated  vehicles  will  be  placed  in 
the  back  of  the  building  and  decontaminated  by  using  a 
wiping  cloth.     Any  disposals  will  be  taken  care  of  by 
Boston  Edison.     Clean  vehicles  will  be  parked  in  front 
of  the  building.     Upon  entering  the  facility,  each 
person  will  be  monitored  by  the  use  of  a  portal  or 
personal  monitor.     The  portal  monitor  is  used  for 
people  who  can  walk  through  the  monitor.     The  personal 
monitors  are  for  people  in  wheel  chairs,   etc.  The 
staff  will  then  document  any  contamination.     If  no 
contamination  is  found,  then  the  individual  will  be 
sent  to  the  registration  area  to  be  reunited  with  his 
or  her  family  members.     If  contamination  is  found,  the 
individual  will  shower  off  the  decontamination.  There 
are  2  showers  per  shower  room.     Approx.   6-8  people  may 
shower  at  once.     If  showering  does  not  remove 
contamination,   the  individual  is  required  to  reshower. 
If  contamination  is  still  found  after  second  shower, 
the  individual  is  required  to  wear  a  white  suit  and 
taken  to  a  medical  facility.     For  an  overflow  of  people 
a  staging  area  will  be  available.     Men  will  be 
separated  from  the  women  if  contamination  is  shown. 
Women  and  children  will  remain  together  throughout  the 
decontamination  process.     Neighbors  surrounding  the 


Wellesley  site  htiV6  already   installed   fences  around 
their  property.     Question:   How  will  parents  be  notified 
of  school  children's  location  during  this  incident? 
Answer:   School  children  will  arrive  at   their  own 
assigned  facility.     A  notification  letter  has  been  sent 
to  each  parent  twice  a  year  to  notify  them  in  case  of 
an  accident.     To  identify  if  the  child  has  arrived  at 
the  facility  an  800  it  has  been  made  available. 
Question:   Do  towns  have  enough  buses  to  evacuate? 
Answer:   Yes.   If  not,   then  buses  outside  the  EPZ  will 
assist.     Question:   What  is  the  time  frame  that 
evacuated  school  children  will  arrive  at  their 
designated  facility?     Answer:   Probably  last  than  an 
hour,  depending  on  the  location  of  the  children. 


Director  Boulay  - 


Read  a  statement  from  the  Executive  Order  U  144 
Introduction  of  Deputy  Director  Lovering. 


Deputy  Lovering  - 


Stressed  the  need  for  all  agencies  involved  to 
coorperate  and  assist  in  this  project. 


Ed  Fratto  - 


Spoke  about  the  Training  Program.     The  training  program 
will  train  all  emergency  workers,  which  is  now  being 
implemented  in  some  locations.     There  will  be  6000 
people  from  the  Plymouth  Nuclear  Power  Station  involved 
in  training,  with  25,000  hours  of  training.  Programs 
involved  in  this  training  will  be  the  Introduction 
Program,  Introduction  to  Emergency  Response,  Dosimetry 
and  Drills. 


Judy  Kazunas  - 


Judy  has  been  assigned  Coordinator  for  the  Wellesley 
facility  project.     A  handout  pamphlet  was  distributed 
to  all  who  attended.     At  some  future  point,  Judy  will 
be  available  at  the  wellesley  facility. 


Deputy  Lovering  - 


Requested  of  all  who  attended  if  they  have  any  comments 
concerning  the  coordination  of  this  project  to  call  or 
see  Judy. 


Albert  Samano  - 


Spoke  of  special  needs  individuals.     There  are 
approximately  400  deaf  people  within  the  EPZ.  Others 
questioned  this  figure.     Some  considerations  for 
special  needs  individuals  were:     a)  specialized 
transportation    b)   if    medical  conditions  prohibit 
persons  from  going  to  the  reception  center,  they  will 
go  'to  a  hospital  or  a  medical  facility. 


Director  Boulay  - 


:his 


Closing 

Asked  if  any  other  agencies  might  be  involved  in 
project.     One  attendee  suggested  the  DSS  (social 
service  for  children)  and  the    Dept.   of  Public 
welfare.     These  agencies  will  be  contacted  if  necessary, 
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WELLESLEY   STATE  DPW  FACI11TY 
RECEPTION   CENTER  FEASIBILITY  STUDY 

Wednesday,    June   1,  1988 
10:00  a.m.    to   12:00  noon 
Wellesley  State  DPW  Facility 


1.     OVERVIEW :     John       .Lovering ,   Deputy  Director,   Massa cnuse tts 

Civil  Defense  Agency  and  Office  of  Emergency 
Preparedness 


2.     Status  Reports:   Moderated   by  Ms.   Judith  Kazunas,  MCDA/0E?. 

State  agency  representatives  and  represen- 
tatives of  otner  organizations  will  report  on 
progress  for  their  tasking  assignments  under 
Executive  Order  #144,   which  were  made  on 
March  31  ,    19  88. 


?.  egarks :   Peter  W.   Agnes,   Assistant  Secretary  of  Public  Safety 


4.     Discussion :   Deputy  Director  John  L.   Lovering,  Moderator 


* 


STATE   DPW  FACILITY,  WELLESLEY 


F E AS  IB  I  LI TY   S TUDY  TASKING 


For  possible  utilization  as  a  Reception  Center 
for  the  Emergency  Response  Plan  in  reference  to 
the  Pilgrim  Nuclear  Power  Plant,   Plymouth.  Mass 


John  L.   Lovering.   Deputy  Director.  MCDA 
Buzz  Hausner,   Director  NSEPP.  MCDA 
Edward  Fratto.   Assistant  Director  NSEPP,  MCDA 
Judith  Kazunas.   Planner,  MCDA 


MASSACHUSETTS   DEPARTMENT   OF    PUBLIC  HEALTH 


The  Massachusetts  Department   of  Public  Health  have  been 
initially  assigned  the  following  responsibility  to  support 
implementation  of   a   third   reception  center   at   the  State  DPW 
facility  at  Wellesley.     This  reception  center  would   be  utilized 
to  process  people  who  would   evacuate  from  the  Plymouth  area  in 
the  event  of  an  accident  at  tne  Pilgrim  Nuclear  Power  Plant. 

1.  Monitoring  of  vehicles  and  relocatees. 

2.  Decontamination  of   vehicles  and  relocatees. 

3.  In  conjunction  with  Emergency  Medical  Service  and 
Department  of  Mental  Health  establish  within  the  DPW 
facility  a  medical  care  facility  for  relocatees  to 
handle  both  medical  and  crisis  counseling  service. 

4.  Establish  procedures  and  policy  for  handling  both 
medical  and  psychological  patients  and  people  with 
other  special  needs,    in  conjunction  with  local 
hospitals. 

To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if  feasible,    to  develop 
implementation  plans  and  procedures,  MCDA  requires  the 
following  information  from  your  agency. 

1.  Are  the  above  responsibilities,  feasible  for  your 
agency. to  implement? 

2.  Are  there  other  responsibilities  or  tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,   etc.,    to  implement  these  tasks? 

5.  What  are  the  training  requirements  to  insure  your 
personnel  can  implement  these  tasks? 

MCDA,  with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


DEPARTMENT   OF  EDUCATION 


The  Department   of  Education  have   been   initially  assigned  the 
following  responsibility  to  support   implementation  of   a  Child 
reception  center  at  the  State  DPW  facility  at  Wellesley.  This 
reception  center  would   be  utilized   to  process   people  who  would 
evacuate  from  the  Plymouth  area    in  the  event   of   an  accident  at 
the  Pilgrim  Nuclear  Power  Plant. 

1.  Provide  to  the  extent  possible  state  educational 
facilities   for   utilization  as   mass   care  facilities  fo 
relocatees.      (For   example  Mass  bay  Community 
College).     This  will   be  conducted   in  conjunction  with 
the  American  Red  Cross. 

2.  Provide  assistance  to  the  ARC  in  staffing,  and 
training  of   shelter  management  personnel. 

To  determine  the  feasibility  and   possible  utilization  of  the 
Wellesley  DPW  facility  and,    if   feasible,    to  develop 
implementation  plans  and   procedures,   MCDA  requires  the 
following  information  from  your  agency. 

1.  Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other  responsibilities  or  tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,   etc.,    to  implement  these  tasks? 

5.  What  are  the  training  requirements  to  insure  your 
personnel  can  implement  these  tasks? 

MCDA,   with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


COMKUN I  CATIONS 


The   ( respone ibi 1 i ty  to  be  determined)   have  been  initially 
assigned  the  following  responsibility  to  support   imp  1  enien  la  t  ion 
of  a  third  reception  center  at   the  State  DPW  facility  at 
Wellesley.     This  reception  center  would  be  utilized  to  process 
people  who  would   evacuate  from  the  Plymouth  area    in  the  event 
of  an  accident  at  the  Pilgrim  Nuclear   Power  Plant. 

1.  Establish  a  communications  center  at   the  Wellesley  DPW 
facility. 

2.  Recommend  equipment  and  enhancements   necessary  to 
communicate  with  all   key  operational   state  agencies 
and  others.     This   includes  a  major   communication  link 
with  the  state  EOC  at  Framingham. 

3.  Staff   the  DPW  facility  with  the  appropriate 
communications  personnel  in  conjunction  with  the 
desires  of   the  MDPW   (possible   integration  of  Civil  Air 
Patrol  personnel  under   the  existing  memorandum  of 
understanding  between  MCDA  and   the  CAP.  Also 
utilization  of  RACES  personnel  and  equipment  to  the 
maximum  extent  possible. 

To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if  feasible,    to  develop 
implementation  plans  and  procedures.   MCDA  requires  the 
following  information  from  your  agency. 

1.  Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other  responsibilities  or  tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,    etc.,    to  implement  these  tasks? 

5.  What  are  the  training  requirements  to  insure  your 
personnel  can  implement  these  tasks? 

MCDA,   with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  'your  agency  to 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


AMERICAN  REE  CROSS 


The  American  Red  Cross   have   been   initially  assigned  the 
following  responsibility  to  support   implementation  of   a  third 
reception  center  at   the  State  DPW  facility  at  Wellesley.  This 
reception  center  would   be  utilized  to  process  people  who  would 
evacuate  from  the  Plymouth  area    in  the  event   of   an  accident  at 
the  Pilgrim  Nuclear  Power  Plant. 

L.     Provide  mass  care  and   lodging  for   relocatees  after 
they  have   boen   registered  and   processed   at  the 
Wellesley  facility. 

2.  Determine  resources,    physical  facilities  and  eguipmen 
necessary  to  provide  mass  care  and   lodging  to  all 
relocatees   including  school  children. 

3.  Coordinate  paperwork  procedures  at  registration  cente 
and  mass  care  facilities  to  insure  consistency. 

To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if   feasible,    to  develop 
implementation  plans  and  procedures.   MCDA  requires  the 
following  information  from  your  agency. 

1.  Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other  responsibilities  or  tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,    etc.,    to  implement  these  tasks? 

5.  What  are  the  training  requirements  to  insure  your 
personnel  can  implement  these  tasks? 

MCDA,   with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


♦ 


CIVIL   AIR  PATROL 


The  Civil  Air  Patrol  has  been  initially  assigned   the  following 
responsibility  to  support  implementation  of  a   third  reception 
center  at  the  State  DPW  facility  at  Wellesley.     This  reception 
center  would   be  utilized   to   process   people  who  would  evacuate 
from  the  Plymouth  area   in  the  event  of   an  accident  at  tne 
Pilgrim  Nuclear  Power  Plant. 

1.  Aerial  Traffic  Surveillance  in  support  of   State  Police 

2.  Assist  will  all   communications  activities. 

3.  Assist  with  message  control  and  clerical  support. 


To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if   feasible,    to  develop 
implementation  plans  and  procedures,   MCDA  requires  the 
following  information  from  your  organization. 


1.  Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other  responsibilities  or  tasks  not  listed 
that  could  be  assumed  by  your  organization? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,   etc.,    to   implement  these  tasks? 


5.     What  are  the  training  requirements  to  insure  your 
personnel  can  implement  these  tasks? 


MCDA,   with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


♦ 


MET  A 


The  MBTA  have   been   initially  assigned   the  following 
responsibility  to  support   irapleraeniat i on  of   a   third  reception 
center:  at  the  State  DPW  facility  at  Wellesley.     This  reception 
center  would   be  utilized   to  process   people  who  would  evacuate 
from  the  Plymouth  area    in   the  event  of   an  accident   at  the 
pilgrim  Nuclear   Power  Plant. 

1.     Provision  of  all   buses   necessary  to  support  relocatees 
processed  at   the  Wellesley  facility,  including 
transportation   to  n^ss   care  facilities. 


To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if  feasible,    to  develop 
implementation  plans  and  procedures,   MCDA  reguires  the 
following  information  from  your  agency. 

1.  Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other  responsibilities  or   tasks   not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower   reguirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  reguirements;  facilities, 
eguipment.    etc.,    to  implement  these  tasks? 

5.  What  are  the  training  reguirements  to  insure  your 
personnel  can  implement  these  tasks? 

MCDA.   with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


♦ 


DEPARTMENT  OF  MENTAL  HEALTH 


The  Department   of  Mental   Health  have  been   initially  assigned 
the  following   responsibility   to  support   implementation  of  a 
third  reception  center  at   the  State  DPW  facility  at  Welles  ley. 
This  reception  center  would  be  utilized  to  process  people  who 
would  evacuate  from  the  Plymouth  area   in  the  event   of  an 
accident  at   the  Pilgrim  Nuclear   Power  Plant. 

1.  Establish  and   staff   crisis   counseling  center   at  the 
Wellesley  reception  facility. 

2.  Provide  crisis   counseling  at   the   reception  facility 
for  relocatees  as  well  as   reception  center  and  shelter 
management  personnel. 

3.  Determine   resources,    eguipment.    facility  and  personnel 
requirements  and   provide  recommendations   for  facility 
enhancement.     Special  attention  should  be  given  to  the 
physically  and  emotionally  handicapped. 

4.  Coordinate  and  assist  the  Department  of  Public  Health, 
Emergency  Medical  Services  and  American  Red  Cross  in 
the  performance  of   their  assigned  tasks  as  they  relate 
to  mental  health. 

To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if  feasible,    to  develop 
implementation  plans  and  procedures,   MCDA  requires  the 
following  information  from  your  agency. 

1.  -  Are  the  above  responsibilities  feasible  for  your 

agency  to  implement? 

2.  Are  there  other  responsibilities  or  tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,   etc.,    to  implement  these  tasks? 

5.  What  are  the  training  requirements  to  insure  your 
personnel  can  implement  these  tasks? 

MCDA.   with  planning  support  from  Boston  Edison,   must  be 
provided  with,  advice  and  raw  planning- data  from  your  agency  to 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


♦ 


♦ 


IS>) 

MASSACHUSETTS  NAT  ION AL  GUARD 


The  Massachusetts  National  Guard   have   been   initially  assigned 
the  following  responsibility  to  support  implementation  of  a 
third  reception  center  at   the  State  DPW  facility  at  Welles  ley. 
This  reception  center  would  be  utilized  to  process  people  wno 
would  evacuate  from  the  Plymouth  area    in   the  event   of   a n 
accident  at  the  Pilgrim  Nuclear   Power  Plant. 

1.  Registration  of   relocatees  at   the  DPW  facility  in 
conjunction  with  other  State  agencies. 

2.  Vehicle  decontamination  in  conjunction  with  Departmen' 
of  Public  Health. 

3.  Vehicle  parking,    including  overflow  parking  at  Air 
National  Guard   facility  on  Route   9  Wellesley. 

Note:   All  contaminated  vehicles  will   be  parked  at   the  DPW 
facility.     Only  clean  vehicles  will   be  allowed  to 
overflow  to   the  Air  National  Guard  facility. 

4.  Assist   the  Massachusetts   State  Police  with  all 
security  functions. 

To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if  feasible,    to  develop 
implementation  plans  and  procedures,  MCDA  requires  the 
following  information  from  your  agency. 

1.  Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other  responsibilities  or   tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  tne.se  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,   etc.,    to  implement  these  tasks? 

5.  What  are  the  training  requirements  to   insure  your 
personnel  can  implement  these  tasks? 

MCDA,   with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of   the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


MASSACHUSETTS    STATE  POLICE 


The  Massachusetts  State  Police  have  been   initially  assigned  the 
following  responsibility  to  support   implementation  of  a  third 
reception  center  at  the  State  DPW  facility  at  Wellesley.  Tnis 
reception  center  would  be  utilized  to  process  people  wno  would 
evacuate  from  the  Plymouth  area   in  the  event   of   an  accident  at 
the  Pilgrim  Nuclear  Power  Plant. 

1.  Traffic  Control    arid        na  geiiien  t 

a)  from  the  EPZ   to  DPW  Wellesley 

b)  at   the  DPW  facility   including  overflow  and  backup 
traffic 

c)  from  the  DPW  facility  to  mass  care  facilities   to  be 
determined 

2.  Security  at  the  DPW  facility  and  all  designated  mass 
care  facilities 

To  determine  the  feasibility  and  possible  utilization  of  the 
Wellesley  DPW  facility  and,    if  feasible,    to  develop 
implementation  plans  and  procedures,   MCDA  requires  the 
following  information  from  your  agency. 

1.  Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other  responsibilities  or  tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,   etc.,    to  implement  these  tasks? 

5. ...What  are  the  training  requirements  to   insure  your 
personnel  can  implement  these  tasks? 

MCDA,   with  planning  support  from  Boston  Edison,    must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of   the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


♦ 


EMERGENCY   KED1CAL  SE£ 


rc  w  »  v_  _ 


The  Emergency  Medical   Services  have  heen   initially  assigned  tne 
following  responsibility   to   support   implementation  of   a  tr.ird 
reception  center  at  the  State  DPW  facility  at  Wellesley.  Tnis 
reception  center  would   be  utilized   to  process   people  who  would 
evacuate  from  the  Plymouth  area    in  the  event   of   an  accident  a: 
the  Pilgtim  Nuclear  Power  Plant. 

1.  Provide  medical  services  to  relocatoes  at  the  DPW 
site.  Attention  should  be  given  to  people  with  a 
S l > G C  i  a  1    iieed  . 

2.  Determine   if   any  architectural   barriers   may  exist  at 
the  site  that  will   inhibit  handicapped  access  and 
egress . 

3.  Emergency  medical   services  en  route  from  the  EPZ  to 
Wellesley. 

To  determine  the  feasibility  and   possible  utilization  of  trie 
Wellesley  DPW  facility  and.    if   feasible,    to  develop 
implementation  plans  and  procedures,   MCDA  requires  the 
following  information  from  your  agency. 

1.  Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 

2.  Are  there  other  responsibilities  or  tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower   requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,   etc.,    to  implement  these  tasks? 

5.  What  are  the  training  requirements  to  insure  your 
personnel  can  implement  these  tasks? 

MCDA,  with  planning  support  from  Boston  Edison,    must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


♦ 


ANIMAL   RESCUE  LEAGUE 


The  Animal  Rescue  League  has  been  initially  assigned  the 
following  responsibility  to  support   implementation  of  a  third 
reception  center   at   the  State  DPW  facility  at  Wellesley.  This 
reception  center  would   be  utilized   to  process   people  wno  would 
evacuate  from  t  he  Plymouth  n:  ».-,->   :r.  i  n«  t-vi-h'.    oi    ^r-.  oreioont  at 
•^g  piigrini  Nuclear   Power  Plant. 

1.     Pet  Care  and  Control 


To  determine  the   feasibility  and   possible  utilization  of  the 
Wellesley  DPW  facility  and,    if  feasible,    to  develop 
implementation  plans  and   procedures,   MCD7^  requires  the 
following  information  from  your  organization. 


1.  Is  the  above  responsibility  feasible  for  your  agency 
to  implement? 

2.  Are  there  other  responsibilities  or  tasks  not  listed 
that  could  be  assumed  by  your  organization? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  r equ i r ements ; ' f ac i 1 i t i es  , 
equipment,   etc.,    to  implement  these  tasks? 

5.  What  are  the  training  requirements  to  insure  your 
personnel  can  implement  these  tasks? 


MCDA.   with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 
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mas  sack: 


OF   PUbLJC  kOKKS 


The  Massachusetts  Department   of   Public  Works   have  been 
initially  assigned  trie  following  responsibility  to  support 
implementation  of  a  third  reception  center  at  the  State  DPW 
facility  at  Wellesley.     This   reception  center  would   be  utilized 
to  process   people  who  would  evacuate  from   the  Plymouth  area  in 
the  event  of   an  accident  at  the  Pilgrim  Nuclear  Power  Plant. 

1.  Coordinate  facility  enhancement   program  in  conjunction 
with  MCDA  and  Boston  Edison.     Enhancements  will 
include  physical    renovation,   equipment,    supplies,  etc. 
in  consideration  of   the  requirements  at  all  State 
agencies  who  play  a   role  at  the  Wellesley  facility. 

2.  Provide  overall  management  and  readiness  at  the 
facility  to   insure   timely  and   efficient  activation  and 
operat  ion . 


3.     Assist  Massachusetts   State  Police  and  National  Guard 
with  security. 


4.     Review  and  approve  all  state  agency  plans  and 
procedures  for  utilization  at  the  Wellesley  DPW 
facility,    based  upon  the  recommendation  of   the  MCDA 
project  coordinator  and  the  Boston  Edison  personnel. 


To  determine  the  feasibility  and  possible  utilization  cf  the 
Wellesley  DPW  facility  and,    if  feasible,    to  develop 
implementation  plans  and  procedures,.  MCDA  requires  the 
following  information  from  your  agency. 

1.     Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 


2.  Are  there  other  responsibilities  or  tasks  not  listed 
that  could  be  assumed  by  your  agency? 

3.  What  are  the  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,   etc.,    to   implement  these  tasks? 


5.     What  are  the  training  requirements  to  insure  your 
personnel  can  implement  these  tasks? 


MCDA,   with  planning  support  from  Boston  Edison,   must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of  the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 
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MINUTtS  from  2nd  Meeting  ol  wellesley  Feasibility  study 
Held  at  Wellesley  DPW  Facility.   Wellesley.  Mass 
June   1.    1988     10:00  am 


John  Lovering 


Opened  meeting  by  emphasizing  the  need  for  all 
organizations   involved   to  cooperate   in  this 
feasibility  study.     Briefly  described  the  Planning 
Guides  available  for  off-site  planning,  which 
includes  NUKL'G-  06b4    (NHC  planning  guide   that  covers 
hazard  specific  plans  such  as  chemical   plants),  and 
FKMA  Civil   Preparedness  Guide    (which  covers  all 
aspects  of  off-site  planning).     Mr.   Lovering  stated 
that  State  agency  representatives  and 
representatives  of  other  organizations  will  report 
the  progress  of   their  tasking  assignments   to  Judy 
Kazunas,  MCDA. 


Judy  Kazunas 


An  introduction  of  each  person  attended  was  in 
order.     Peter  Agnes,   Assistant  Secretary  of  Public 
Safety  and  Hon  Varley  of  Bh'Co  were  not   present  at 
the  meeting.     Judy  asked  each  representative  to 
respond  to  their  organization's  study  tasking.  The 
responses  were  as  follows: 


R.  Hallisey  (Department  of  Public  Health)     Mr.   Hallisey  stated  that 
a  NIAT  team  consisting  of  13  trained  emergency  service  personnel  and 
40  NIAT  consultants  will  be  available  to  offer  consultation  and 
emergency  medical  assistance  at  the  DPW  facility.     Mr.   Hallisey  also 
stated  a  physician  will  be  on  hand  at  the  DPW  facility. 

(Department  of  Education)     The  utilization  of  a  state  educational 
facility  -  Mass  Bay  Community  College   (which  previously  used  its 
facility  in  the  past  for  blizzards)  will  relocate  people,  in 
conjunction  with  the  American  Red  Cross.     Mr.  Walsh  of  Bay  State 
College  stated  that  an  overflow  of  vehicles  from  DPW  facility  can 
utilize  the  student  parking  lot  at  the  college,   which  would  include 
only  non-contaminated  vehicles.     He  also  stated  that  security  will 
be  provided  at  the  parking  lot  and  the  clearing  of  vehicles  will  be 
provided . 

Mr.   Royce  Sawyer   (Communications,  MCDA)     Mr.   Sawyer  stated  that  a 
Communications/Operations  Center  will  be  set  up  at  the  DPW 
facility.     Mr.   Sawyer  stated  concern  that  communication  linked 
between  Pilgrim  Station  and  the  Wellesley  DPW  facility  by  means  of 
radio,   phone,   fax,   maps,   etc  is  extremely  important.     Mr.  Sawyer 
also  stated  that  each  organization  must  provide  a  radio  operator  to 
be  stationed  at  the  Wellesley  facility. 

G.   O'Ryan  (American  Red  Cross)     Mr.   O'Ryan  was  not  present  at  the 
meeting,   but  stated  in  a  letter  received  by  Judy  that  they  will 
cooperate  in  any  way  they  can  to  help  in  the  emotional  well-being  of 
each  person  involved.     Mr.   O'Ryan  also  emphasized  concern  about  open 
Vommunicat ion  between  Pilgrim  Station  and  Wellesely  facility. 
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Commander  Prouty.   Wing  Commander    (Civil  Air  Patrol)  Commander 
Prouty  stated   that   the  Civil  Air   Patrol    is   limited,    in   the  fact  that 
they  are  a  volunteer  service.     He  proposes   that    (3)   aircrafts,  a 
real-time  video  monitor    (Cor   traffic  control),    and   possibly  a  search 
&  rescue  team  can  be  provided.     Volunteering  their   services  will  be 
approx.   60  cadets  for  duty. 

Mary  Margaret  Moore.    Director   of  Management   (Department  of  Mental 
Health)     Ms.   Moore  stated   that  a  mental  health  staff  will   be  present 
at  the  DPW  facility,    but  will  available  to  arrive  at   the  site  when 
reguired  to  do  so.     Also  Ms.   Moore  stated   that  all  mentally  ill 
persons  will   riot   be  arriving  at   the  DPW  facility,    instead  will  be 
going  to  Taunton  and  outpatients   have   the  option  to  choose   to  go  to 
Wellesley.     Any  person  who  is  not  mentally  ill,    but   is  under  stress 
may  go  to  the  Newton-Wei les ley  hospital  for  assistance. 

B.   Cotters   (National  Guard)     Mr.   Cotters  stated  the  National  Guard 
cannot  be  utilized  until   they  get   the  Governor's  approval.      But  when 
ready  to  do  so,   will  respond  and  assist   in  every  way  they  can. 
Mr.   Cotters'    response  to  the  National  Guard's  assistance   in  the 
registration  of   relocatees  at  the  DPW  facility  was   that  he  suggested 
to  use  another  state  agency.     Vehicle  parking  at   the  National  Guard 
facility  on  Rte  9   in  Wellesley  is  not  recommended  because  the 
facility  is  being  used  as  a  command  post.     The  National  Guard  will 
be  doing  all  the  monitoring  at  the  DPW  facility  and  will  assist  in 
all  security  functions.     He  also  stated  that  radio  communication 
eguipment  will  have  to  be  made  available  to  them. 

Lt.   Baron  and  Sgt.   Hall   (Mass.   State  Police)     Mr.   Hall  stated  that 
Troop  A  will  be  involved  in  all  activities  concerning  Pilgrim.  •  Rt 
128  and  Blue  Hill,  Milton  to  Rt  9  will  be  the  major  access 
highways.     4  sectors  will  be  available  for  128   north  -  Rt  9, 
3  police  motorcyles  will  be  traveling  thru  heavy  traffic  on  Rt  9, 
and  1  officer  will  be  available  to  exit  people  from  decon  building. 
An  airwing  in  Norwood  will  be  available  24-hours.     Sgt.   Hall  also 
stated  that  the  State  Police  have  had  radiation  and  decon  training. 

A.   Slade   (Animal  Rescue  League)     Mr.    Slade  was  not  present  at  the 
meeting  -  awaiting  a  response. 

Mr.   Barry  (Department  Public  Works)     Mr.   Barry  reguested  that  areas 
of  monitoring  be  portable  and  disposable  for  which  Boston  Edison 
will  be  responsible  for  the  disposal  of  all  decontamination.  He 
also  reguested  that  training  be  provided  on-site  at  the  DPW  facility 
for  personnel. 

Mr.   Bob  Patterson   (Boston  Edison)     Mr.   Patterson  said  BECo  and  MCDA 
will  make  an  agreement  concerning  necessary  eguipment  and  to  keep  an 
update  of  events  on  the  progress  of  the  feasible  study. 

Also,   two  representatives  from  the   (DPW)  Union  were  present.     It  was 
stated  that  the  Union  will  give  its  full  cooperation  with  MCDA  in 
this  study. 


Question  (Fire  Chief  black):  Concecninq  dismantle  ol  Hilyrisii  Licit  ion: 
&n£W$j:  (,jphn  L/j^nno)  ;  to        r^lcH-n  up  «t  Public  information  meeting. 

Question:    (Fire  Chief  black):    Physical    rhreat   to  people? 
Answer:    (B.   Hallisey):   Wash/Shower  off  decontamination. 

Question:  (Fire  Chief  Black):  Who  will  decontaminate  at  DPW  facility? 
Answer:   The  National  Guard,    with   the  assistance  of   the  N1AT  tpniri. 

Question:  (Fire  Chief  Black):  What  about  the  water  situation? 
Answer:    (B.   Hallisey):   The  water   system  between  Wellesley  and 

Pilqrim  will    nor.  intermix-. 

Question:    (Fire  Chief  black):   Strain  on  other   local  areas?  EMS . 

Ambulances,  etc. 

Answer:    (B.   Hallisey):     Other  surrounding  cities/towns  will  assist 

as  needed. 

Question:    (Fire  Chief  black):   Traffic  Control? 

Answer:    (Sgt.   Hall):   Coming  into  Wellesley.    use  Rt  3  north  and 

leaving  Wellesley.   use  Rt  3  south. 

Question:  Will  contamination  spread  while  vehicles  are  traveling 

into  Wellesley? 
Answer:   This   issue  is  still  under  discussion  at   this  time. 


Question:  How  will  Wellesley  residents  stay  off  roads  when  EPZ 

residents  need  access  to  road? 
Answer   (Sgt.   Hall):   State  Police  will  be  available  to  mann  traffic 

control. 
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State  DPW  FacilTtv 
July  15,  1938 


A  meeting  was  neld  at  the  Wsllesley  State  DPW  Facility  this  morning,  the  purpose  of 
which  was  to  provide  an  opportunity  for  Mr.  Hallisey  of  the  Dept.  of  Public  Health 
to  familiarize  DPW  union  representatives  with  facts  about  radioactive  contamination. 

Present:  Dept.  of  Public  Health  -  Robert  Hallisey,  Dana  Yaffee 

Weilcsley  State  Drv;  -    Jkxi  :  orretti ,   (recently  <v,>\  ointed  Director),  Ir....< 

La  Morticella,  Health  Officer,    John  Sullivan,   (outgoing  Director) ,  Joe  Mackay, 

Union  Representative. 

MCDA  -  John  L.  Levering,  Deputy  Director,    Judith  Kazunas,  Regional  Planner 
Boston  Edison  Co.  -  Clark  Hyder,  and  Mark  Force,  Planners. 

Mr.  Hallisey  presented  a  film  on  general  information  concerning  radiation  and  then 
answered  questions  from  those  present. 

Q  -  Will  DPW  employees  that  assist  with  decontamination  procedures  receive  follow- 
uo  phvsical  exams.  Mr.  Ferretti  also  asked  for  an  explanation  of  how  that  decon 
procedure  was  done. 

A  -  (Hallisey)  He  stated  that  DPW  employees  would  not  be  expected  to  assist  with  decon. 
He  explained  the  use  of  TLDs  and  said  that  certainly  physicals  would  be  provided  if 
necessary,  he  also  explained  the  decon  procedure. 

Q  -  If  serious  or  fatal  exposure  to  radiation  should  take  place  what  insurance  is 
provided  for  dependents • and  survivors. 

A  -  (Hallisey)  Explained  Price-Anderson  insurance  and  coverage  details. 

Q-What  is  the  procedure  that  will  be  used  for  monitoring  and  decontaminating  cars,  and 
what  will  be  done  about  the  disposal  of  (possibly  radioactive)  waste. 

A  -  Mr.  Hallisey  explained  these  procedures. 

Q  -  How  many  DPW  employees  will  be  needed  to  assist  with  these  tasks. 

A-  Mr.  Lovering  explained  that  the  exact  requirement  had  not  as  yet  been  determined, 
bat  that  that  everyone's  help  and  cooperation  would  be  needed.- 

Q  -  Mr.  La  Morticella  asked  whether  volunteers  are  being  called  for  or  whether  it 
is  mandatory  that  DPW  employees  assist  with  this  project. 

A  -  (Lovering)  We  would  prefer  gathering  volunteers  first,  uut  if  it  came  down  to  the 
bottom  line  people  would  be  obligated  as  state  employees  to  cooperate. 

Mr.  Lovering  also  explained  the  details  of  the  CD  law  which  requires  that  state 
employees  support  Civil  Defense  operations. 

Mr.  Mackay  stated  that  the  union  requests  that  future  "meetings  be  held  with  all  DPW 
x employees  present,  at  which  details  of  radiation  exposure  be  explained  in  simple  lay- 
man's terms,  and  at  which  all  employees  would  have  an  opportunity  to  have  questions 
answered . 

He  also  requested  that  a  meeting  be  held  for  union  reps,  at  which  3EC0  would  explain 
their  plans  for  the  physical  remodeling  of  the  building. 


PLANNING    PROCESS  FOR 
WELLESLEY   DPW   FACILITY    AS   A    RECEPTION  CENTER 
TO   SUPPORT    EMERGENCY  RESPONSE 


MISSION 


The  mission   of   this   process   is   to   develop   plans   and  procedures 
for   the   use   of    the   Wei lesley    DPW   facility    as   a    reception  center 
to  support   response   to   an   accident   at   Pilgrim   Nuclear  Power 
Station.      Also,    it   is   necessary    to    identify    sufficient  state 
personnel   to  staff   the  center   and   to   provide   them   with  the 
training   needed   to  fulfill   all   reception   center  functions. 


TASK 

The   immediate   task    is    to   develop   a   working    group   under  the 
Executive   Order    144    process   composed   of    representatives   of  the 
agencies   which   will    participate   in   development   of   plans  and 
procedures,    and   recruit   and   train   personnel.      This   task   will  be 
coordinated   by   the   Director  of   the   Massachusetts   Civil  Defense 
Agency  and   Office   of   Emergency   Preparedness,    consistent  with 
E.O.    144   and   Ch .    33  App.,    section   13-2b  of   the   General  Laws. 


3.  STAFF 


Judith  Kazunas  of   the  MCDA/OEP   staff   has   been   designated  as 
project  coordinator.      Ms.    Kazunas   will   maintain   an   office  part 
time  at  the  Wellesley   DPW   facility   to  assure   adequate  project 
direction . 


Executive  Order   144   representatives   have  been   or   will  be 

designated   by   the  following   agencies.*  \J\A^  \y 

 Agency  Representatl  ve 

Massachusetts   Department  of   Public  Works  Mr^.    John   Gellaaherl^  '2)3"" 

State  DPW  at  Wellesley  fKr".    Kenneth   Ros^r^  y 

VMr-.    John    Snl  1  Ivan^l/  \q  t) 

Massachusetts   State  Police  Sgt.    James  Hall/r^.y 

Massachusetts   National  Guard  

Massachusetts  Department  of  Puiblic  Health... 
Massachusetts  Bay  Transportation  Authority... 

Emergency   Medical   Services   /")/•/ 

Massachusetts  Department   of   Education  Q-OXX-  L &JJ aJu>^--- 

American   Red   Cross  ^  

In   addition,    the   Boston   Edison   Company   has   designated   a  planner 
to   support  the   efforts  of   the   working  group. 

^      U  /)  ~~i  -  J  i  j  I  r  fi  ('  0/n  J  OjJ        •  •  •  continued 


IMPLEMENTATION 

The   working   group   will    meet   regularly    to   assure    that  adequate 
pains   and    i m p 1 emen t a t i ng    procedures   are   developed    to  support 
use   of   the   Wellesley    foci    ity    as   a    reception  center. 

A   training   program   will    be   developed   for    implementation  under 
the   MCDA/OEP   Nuclear   Safety   Emergency    Preparedness  Program's 
state-wide   training    process.      Training    must   address  both 
initial    instruction   for   all    personnel    and   recurring  training. 

It  is  anticipated  that  plans,  procedures  and  training  will  be 
evaluated    in   a   full-scale   emergency   exercise   at   a    future  date 


.  end 
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Facility  and  Provide  Assistance  1 
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Recui red 
to  Train 

45 

45 

A2 

22 

3 

Al 1  Troop  A 


Agency 
DrW  Kfe 1 1 es 1 ey 
D?H  Welles  ley 


Kttionsl  Guard 


Mental  Health 


Mental  KealthtfM 


KSP 


2 
5 
5 

10 


DFW  Welles  ley 
D?W  We  1 i es 1 ey 
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Traffic  Control  at  Criminal  Justice 
Training  Center 

Fad  1 1ty  Re: .  to  Open  Fed  1 1  ty: 
Criminal  justice  Training  Center 
Kass.  Bay  Community  College 
Third  Shelter 

Securl ty: 
Criminal  Justice  Training  Center 
Mass.  Bay  Community  College 
Third  Shelter 

ARC  Manager: 
Criminal  Justice  Training  Center 
Kass.  Bay  Community  Colleae 
Third  Shelter 

Communications  Support: 
Criminal  Justice  Training  Center 
Mass.  Bay  Community  Colleae 
Thrld  Shelter 

Staffing  of  Mass  Care  Shelters 


Requl red 

Ml  nr*owC** 

i     M  |  ,  U  »  ■  


Impediment  Removal 


Recjl  red 
to  T"e;n 

10 


All  Trccp  A 
Al  1  Troop  A 
Al 1  Troop  A 


v^er  c_y 


ti<sr 


c:t: 
me:: 

Third  Facility 


MS? 


MSP 
MSP 


A^C 
ARC 

ar: 


ARES/RACES 
ARES/RACES 
ARES/RACES 

ARC 


-Stats,  dph 


/ 


7i 
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IDZ   Position;    d"C   Htn^cy/or    D  er*j  '  r  pnp  n  s 


Position 
Emergency  Response  Coordinator 
Reception  Center  Coordinator 
Mon1 tori ng /Decent ami  nati  on  Coord  1  na:or 
American  Red  Cross  Representative 
Law  Enforcement  Coordinator 
Transportation  Of f 1 cer* 
EMS  Coordinator 
DPW  Representative 
Health  and  Sanitation  Coordinator 
Communications  Officer 
Public  Information  Officer 
Radiological  Officer 
Security  Officer 
Message  Control  Personnel 
Radio  Operators 


Required 
Manpower 


3 
4 


Recul red 
tc  T^n 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

6 

8 


A?s,n:y 
MCDA 
DrW 

Fuel1. c  Hesltn 
ARC 
MSP 
DPk; 
EMS 
DPK 

Public  Health 
MSP 

Dept.  of  Educatl 
Public  Health 
MSP 

Dept.  of  Educatl 

DPW 
MSP 
ARES/RACES 


*    Recommend  an  individual  from  the  local  area. 


* 


Trans:prtat<?p  £  t  a  c ' "  7  A  r  e »  "  e  ^ !  g r  d  P.  e  s  lh  ?  g "  t  s 


Te.sK 

Provision  of  buses 
TSA  Manager 
Vehicle  Dispatcher 
Traffic  Flow  Coordinators 
Communications  Support 
Impediment  Removal 


Required  Required 

Manpower  to  Trt^n  (■  g ? r : v 

B                      24  KBTA 

2                   a  National  Guard 

2                    5  Public  Heakn 

4                    10  hib\AX  health 

1                     2  ARES /RACES 

Srate  DP* 


Triple  Control  Tas<;  and  p? aUlmfcUli 

Required  Reculred 
Tisk  M&npptfer  to  T^n  Aqgncv 

Traffic  Control  Point  Staffing  50  All  Troop  A  KSP 

Staging  Traffic  Control  Equipment  2  5  DPW  Welles  ley 

Impediment  Removal  i'ri  Keiies'fy 
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Notification  cf  reipcr.se  tger.c'.es 
Notification  of  Personnel 


Required  Recurred 

Har.power  to  Tr^l  ? 

1 

l/agency  2/agency 


MEMORANDUM 


TO:       John  L.  Lover ing,  Deputy  Director  DATE:        September  26,  1988 

FROM:    Judith  Kazunas,  Regional  PLanner  SUBJECT:  Wellesley  DPW  Feasibility 

Study  Material  for  Report 
to  Sec.  Barry 


For  your  convenience,  and  to  make  specific  documents  easier  to  find,  I  have  divided 
all  of  the  reports,  correspondence,  lists,  comments,  etc.  concerning  the  Wellesley 
project  into  (5)  separate  categories  each  of  which  is  contained  in  a  manila  folder 
labeled  from  A  to  F. 


Folder  (A)  contains  all  of  the  reports  received  from  BECo  over  the  last  seven 
months.  Many  of  these  reports  contain  lists  of  tasking  requirements.  I  also 
compiled  lists  of  jobs  that  were  thought  of  by  other  sources.  Between  BECo ' s 
lists,  and  my  compilations,  I  believe  every  conceivable  task  that  anyone  has 
thought  of  has  been  included. 

As  you  recall,  we  sent  a  letter  to  the  Wellesley  DPW  employees  last  spring  asking 
for  volunteers  to  assist  with  some  of  these  jobs.  As  you  also  recall,  the  union 
stepped  in  and  advised  their  members  not  to  volunteer  until  more  information  was 
forthcoming.  At  that  time  I  had  already  received  replies  from  six  DPW  employees 
volunteering  their  services.  If  and  when  this  project  gets  rolling  again,  I  still 
have  the  forms  for  the  system  I  developed'  to  keep  track  of  the  volunteers. 


Folder  (B)  contains  the  letters  from  all  the  state  agencies  replying  to  their  task-  ^ 
ing  assignments.  As  of  today  we  have  still  not  received  a  letter  from  the  National 
Guard.  We  have  also  not  received  any  written  statement  from  the  Animal  Rescue  League, 
and  we  have  not  had  the  opportunity  to  sit  down  and  talk  with  the  director  of  that 
organization.  We  should  address  the  'animal  issue'  in  the    near  future  if  this 
feasibility  study  continues. 

This  folder  also  contains  a  condensation  of  the  comments,  conditions,  questions, 
requests,  etc.  that  are  contained  in  the  letters  from  the  state  agencies. 


Folder  (C)  contains  the  minutes  of  the  meetings  that  were  held  regarding  the 
Wellesley  project.  These  are:    1)  The  meeting  that  was  held  here  in  the  cafeteria 
on  March  31st,  at  which  BECo  made  their  presentation  and  outlined  their  plans 
concerning  the  remodeling  of  the  Wellesley  DPW  building.  2)  The  meeting  that 
was  held  at  the  Wellesley  DPW  on  June  1st  at  which  the  concerns  of  the  represent- 
atives of  the  state  agencies,  and  the  residents  of  the  EPZ  were  addressed.  3)  The 
meeting  that  was  held  in  Wellesley  on  July  15th  at  which  Bob  Hallisey  made  a  pre- 
sentation to  the  union  representatives.  4)  The  meeting  that  we  had  here  with  Dr. 
Drum  a  couple  of  weeks  ago. 

i 

(Continued,  Next  Page) 
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Folder  (D)  contains  documents  related  to  the  shelters.  After  extensive  evaluations 
by  the  Red  Cross  eleven  facilities  in  Wellesley,  Newton,  Needham,  Natick,  and 
Framingham,  have  been  approved  by  the  Red  Cross  for  shelter  space.  The  number  of 

spaces  which  these  buildings  will  provide  is  7,825  which  is  slightly  more  than  the 
6,700  spaces  that  was  originally  thought  to  be  needed.  If  additional  shelter  space 
is  required,  we  shall  have  to  spread  our  search  to  Weston,  Way  land,  Dover,  Waltham, 
and  Sherborn. 

Also  contained  in  this  folder  is  information  on  the  shelter  potential  of  the  hotels 
and  motels  within  about  10  miles  of  the  Wellesley  DPW. 


Folder  (E)  contains  information  on  facilities  other  than  the  Wellesley  DPW  building 
which  have  become,  or  may  become  involved  in  this  project. 

We  do  have  a  letter  of  agreement  from  Mass.  Bay  Community  College  to  provide  their 
lower  parking  lot  for  overflow  parking  for  non-contaminated  cars. 

We  do  not  have  a  written  agreement  with  the  Criminal  Justice  Training  Council 
building  to  use  that  facility  as  a  reception  center  for  school  chidren.  However , 
Mr.  Egan,  the  Director  of  that  facility  is  well  aware  of  and  in  agreement  with  the 
possible  use  of  that  building  for  that  purpose. 

We  still  do  not  have  the  use  of  a  parking  lot  for  a  staging  area  for  buses.  After 
many  phone  calls  and  an  exchange  of  letters  with  Father  Shea  of  St.  James  Church 
in  Wellesley,  I  was  informed,  unofficially,  that  the  church  and  the  Archdiocese 
would  rather  not  have  the  church's  parking  lot  used  for  this  purpose.  So,  I  think 
we'd  better  look  elsewhere  for  a  staging  area.    It  was  suggested  by  BECo  that  we 
investigate  using  the  parking  lot  of  the  Fiske  public  elementary  school  in  Welles- 
ley which  is  only  a  couple  blocks  from  the  DPW. 

I  remind  you  also  that  at  one  time  there  was  a  great  deal  of  discussion  regarding 
the  location  of  a  Communications  Center /EOC  for  Wellesley.  The  National  Guard 
Hdqtrs.  in  Wellesley  was  evaluated  for  that  purpose  and  rejected.  You  finally  direc- 
ted BECo  to  build  the  EOC  area  right  inside  the  Wellesley  building.  There  are  no 
documents  concerning  this  matter  except  for  a  recommendation  from  Royce  Sawyer 
included  with  the  letters  from  the  state  agencies  in  folder  (B)  . 


Folder  '"(F)"" is" marked  'miscellaneous'  and  contains:  1)  The  letter  from  Dr.  Drum. 
2)  The  letter  from  the  Wellesley  selectmen,  your  memo  concerning  that  letter, 
and  my  reply  to  your  memo.  3)  Some  newspaper  clippings  concerning  the  Wellesley 
project. 


I  also  have  the  names  and  phone  numbers  of  all  persons  with  whom  I  have  been  in 
contact  regarding  this  project.  If  you  wish  any  of  them  I  will  be  happy  to  provide 
them.   ...   

I  am  giving  these  folders  of  documents  only  to  you  as  they  constitute  a  pile  about 
lh  inches  high,  but  I  am  giving  a  copy  of  this  memo  to  all  those  listed  below. 


cc:  Robert  J.  Boulay,  Director 
Buzz  Hausner,  Dir. ,  NSEP 
Edward  Fratto ,  Asst .  Dir . ,  NSEP 
Douglas  P  .  Forbes,  Dir.  of  Planning. 


♦ 


ATTACHMENT  C  -  47  PAGES 
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CONDENSATION  OF  COMMENTS  IN  LETTERS  FROM  STATE  AGgjCIES  ~~T~a>  ~~AC 
REGARDING  TASKING  REQUESTS  FOR  W^I ,!  ,r.£LEV  DPW  FACILITY  , 


General 


A    'Communication  Center/EOC'  should  be  installed  in  the  Wellesley  DPW  building 


State  DPW 

Would  like  an  informational  meeting  set  up  which  will  Le  attended  by  all  their 
employees. 

Request  that  at  'contact  facilities'  (e.g.  interview  areas,  showers,  monitoring  and 
decon  areas,  clothes  disposal  areas,  etc.)  be  portable  and  disposable. 

Request  that  training  for  employees  take  place  at  the  workplace  during  work  hours. 


Civil  Air  Patrol 

Request  that  some  type  of  'official  directive'   (preferably  an  DO)  be  sent  to  em- 
ployers of  CAP  volunteers  to  release  them  from  work/school  during  an  emergency. 

They  need  to  know  how  many  of  their  people  would  be  needed  to  assist  with  registra- 
tion if  that  job  were  assigned  to  them. 

Need  more  detailed  description  of  what  vehicle  sorting,  monitoring,  dispatch,  and 
parking  means. 

Need  $  for  video  and  down-link  equipt.  @  $57,000  plus  $1,000  per  year  for  maintenance, 
and  communication  linkage  equipt.  @  $17,350  plus  $1,000  per  year  maintenance. 
Request  electromagnetic  survey  of  area  be  performed. 


Requests  an  automated  welfare  inquiry  communications  system  to  link  Rec.  Ctr.  with 
shelters,  and  shelters  with  the  outside  world.  Gregg  O'Ryon  of  Mass.  Bay  Red  Cross 
said,  "We  need  an  interagency  shared  data  base;  a  master  file  for  keeping  track  of 
and  locating  people  between  the  reception  center  and  shelters  and  between  shelters 
and  the  outside." 

Need  many,  many  more  cots  and  blankets  as  it  is  estimated  that  at  least  6,700 
people  may  need  to  be  sheltered. 


Emergency  Medical  Services 

Need  to  know  if  MDs  or  just  EMTs  are  needed  at  the  reception  center. 

Will  need  an  area  set  aside  at  the  reception  center  where  patients  could  be  loaded 
into  ambulances  without  having  to  go  outside. 

Stated  that  acquiring  nurses,  EMTs,  and  ambulances  will  need  to  be  arranged  with 
local  communities  along  the  way  during  the  evacuation  stages. 

State  Police 

Need  to  have  TCPs  clarified. 

,  Need  to  know  definite  shelter  locations. 

Request  that  National  Guard  Military  Police  handle  the  traffic  control  and  the 
security  at  the  facilities. 

Need  to  have  more  men  designated  and  trained  for  this  project. 

Need  5  for  secure  office  space  at  reception  center,  1-110  W.  desktop  base  station, 


(2) 


(C 'omments  from  Tasking  Letters  Continued) 


State  Police (Continued) 

1  antenna  with  300  ft.  ooaxial  cable  and  connectors,  8  low-band,  5  W. ,  8  ch.,  portable 
radios  with  accessories,  50  portable  radios  with  repeaters,  200  dosimeters,  cellular 
telephones,  electronic  message  signs  for  TCPs,  and  3  motorcycles.  They  estimate  these 
items  will  come  to  about  $160,300. 

Need  training  in  various  psychological  and  contamination  protection  disciplines. 
Will  need  handouts  and  maps,  etc. 
Will  need  to  participate  in  drills. 


National  Guard 


HAVE  NOT  RECEIVED  WRITTEN  REPLY  AS  OF  SEPT.  26,  1988,  HOWEVER,  over  the  telephone, 
Bob  Connors  stated  that  the  NG  would  need  a  declared  State  of  Divergency  to  activate. 
He  also  said  they  have  serious  questions  and  concerns  re  decontamination.  They  would 
also  need  more  communications  equipt.,  and  they  would  like  to  know  if  gas  tanks  en- 
route  would  be  provided. 


MBTA 

Need  to  know  exactly  where  shelters  are  located  and  how  many  people  would  go  to 
each  shelter  before  they  could  work  out  the  exact  distribution  of  buses  and  drivers. 

Stated  that  their  ability  to  provide  service  would  be  limited  in  their  off-peak 
hours. 

•  Request  that  they  be  provided  with  training. 
They  would  require  protective  measures  for  their  personnel  against  contamination. 


Dept.  of  Welfare 

State  that  they  are  working  on  developing  a  system  of  assignment  of  welfare  staff 
to  all  three  potential  reception  areas,   (Bridgewater ,  Taunton,  &  Wellesley) ,  and 
that  further  information  will  be  forthcoming. 


(1) 


ALL  OF  THE  JOES  THAT  ANYONE  AND  EVERYONE 
HAS  THOUGHT  OF  THAT  NEED  TO  BE  DONE  FOR 
THE  WELLESLEY  RECEPTION  CENTER. 


As  of  May  13,  1988 

STATE  POLICE 

1)  Traffic  control  and  management  a)  at  all  TCPs  from  EPZ  to  Rec.  Ctr.,  b)  periph 
ery  of  Rec.  Ctr.  c)  from  Rec.  Ctr.  to  shelters,  d)  at  overflow  parking  area,  t  )  a 
bus  staging  area  assisting  National  Guard,  f)  at  school  host  facility  assisting 
National  Guard.  2)  Security  and  law  enforcement  at  all  above  areas.  3)  Provide 
communications  personnel  at  EOC/Commc.  Center. 


NATIONAL  GUARD 

1)  Oversee  registration  of  evacuees  at  Rec.  Ctr.  2)  a)  monitoring  of  evacuees 
at  Rec.  Ctr.  b)  decontamination  of  evacuees  at  Rec.  Ctr.  c)  monitoring  of  vehic- 
les at  Rec.  Ctr.  d)  decontamination  of  vehicles  at  Rec,  Ctr.    (a-d  in  conjunction 
with  DPH) .  3)  Assist  SP  with  all  security  functions.  4)  Management  of  traffic 
and  vehicle  dispatch  at  staging  area  and  school  host  facility. 


DEPT.  OF  PUBLIC  HEALTH 

1)  Provide  Radiological  Officer  to  oversee  rad.  concerns  of  entire  operation. 

2)  Provide  Dosimetry  Coordinator.  3)  Oversee  NG  in  monitoring  and  decontamin- 
ation of  of  evacuees  and  vehicles  at  Rec.  Ctr*  4)  In  conjunction  with  EMS  and 
Mental  Health,  establish  procedures  for  attending  to  medical  and  crisis  counsel- 
ing services  at  Rec.  Ctr.  and  shelters.  5)  Confirm  and  maintain  sanitary  condi- 
tions at  Rec.  Ctr.  and  shelters.  6)  Provide  communications  personnel  at  EOC/Commc 
Center . 


EMERGENCY  MEDICAL  SERVICES 

1)  Provide  over  all  Medical  Director /Coordinator .  2)*Provide  trained  medical 
evaluators  and  treatment  personnel  at  Rec.  Ctr.  and  shelters.  3)  Provide  hos- 
pital liaison.  4)  In  conjunction  with  DPH  and  Mental  Health  establish  procedures 
for  attending  to  medical  and  crisis  counseling  services  at  Rec.  Ctr.  and  shelters 
5)  Provide  recommendations  for  facility  enhancement  at  Rec.  Ctr.  and  shelters 
to  ease  situation  of  physically  impaired  special  needs  people.  6)*Provide  emergen 
cy  medical  services  enroute  from  EPZ  to  Rec.  Ctr.  including  Ambulance  Technician 
and  Ambulance  Dispatcher.  7)  Provide  communications  personnel  at  EOC/Commc.  Cente 

*Some  or  all  of  these  resources  will  have  to  be  acquired  from  locals. 


DEPT.  OF  MENTAL  HEALTH 

1)  Provide  crisis    counseling  manager.  2)  In  conjunction  with  DPH  and  EMS  estab- 
lish procedures  for  crisis  counseling  emergencies  and  services  at  Rec.  Ctr.  and 
shelters  with  particular  attention  to  mentally  ill,  mentally  retarded,  and  those 
with  other  special  needs.  3)  Provide  recommendations  for  facility  enhancement 
at  the  Rec.  Ctr.  and  shelters  to  ease  situation  of  mentally  impaired  special 
needs  people. 
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MBTA 


1)  Provide  buses  to  transport  evacuees  from  Rec.  Ctr.  to  shelters.  2)  Provide 
drivers  for  buses.  3)  Assist  NG  at  staging  area.  4)  Provide  communications 
personnel  at  BOC/Commc.  Ctr. 

RED  CROSS 

1)  Provide  shelter  managers.  2)  Make  arrangements  for  providing  care  (food  £,  wati 
sleeping  acconndations ,  sanitary  accomodations,  emergency  clothing,  recreational 
facilities)  at  mass  care  shelters.  3)  Determine  resources  necessary  to  provide 
above  items.  4)  Determine  if  handicapped  access  is  available  at  all  facilities. 

5)  Coordinate  paperwork  procedures  at  Rec.  Ctr.  and  shelters  to  insure  consistenc 

6)  Provide  personnel  at  Rec.  Ctr.  to  see  that  shelters  are  ready  and  to  keep 
track  of  shelter  availability. 


STATE  DEPT.  OF  PUBLIC  WORKS 

1)  Coordinate,  in  conjunction  with  BECo,  facility  enhancement  of  Wellesley  DPW. 

2)  Review  and  appprove  the  Plans  of  all  State  agencies  re  procedures  for  the 
utilization  of  the  Wellesley  DPW  facility.  3)  Provide  impediment  removal  on  all 
roads  enroute  to  Rec.  Ctr.  and  between  Rec.  Ctr.  and  shelters.  4)  Staging  of  TCP 
equipment  (barricades  and  cones)  etc.  at  all  required  locations  enroute  to  Rec. 
Ctr.  and  between  Rec.  Ctr.  and  shelters.  5)  Provide  traffic  control  inside  Welles 
ley  DPW  property.  6)  Provide  communications  personnel  at  EOC/Commc.  Center. 


WELLESLEY  DPW  FACILITY 

1)  Provide  coordinator  to  interface  with  supervisors  of  all  agencies  conducting 
activity  in  the  building;  coordinator  should  ensure  the  welfare  and  security  of 
the  Wellesley  facility  and  personnel.  2)  Provide  personnel  to  ensure  overall 
management  and  readiness  at  the  facility  and  timely  and  efficient  activation 
and  operation  by  assisting  in  the  following  areas:  a)  coordination  during  buil- 
ding enhancement  remodeling,  b)  opening    and  setting  up  building  if  activated, 
c)  registration  d)  communications  e)  directing  vehicles  f)  providing  directions 
to  shelters  and  answering  questions,  g)  reviewing  other  agencies'  Plans. 


COMMUNICATIONS 

1)  Provide  Communications  Officer.  2)  Make  recommendations  for  equipment  and 
enhancements  necessary  to  establish  a  Communications  Center  at  the  Welle sley~D?W: 
this  Communications  Center  should  provide  contact  for  all  key  operational  Srate 
agencies  with  their  personnel  at  all  facilities  and  locations.  3)  Advise  and 
assist  with  establishing  conmunications  at  all  shelters,  overflow  parking  area, 
traffic  staging  area,  school  host  facility,  and  enroute  from  EPZ  to  Rec.  Crr. 
and  from  Rec.  Ctr.  to  other  facilities.  4)  Coordinate  utilization  of  RACES  and 
ARES  personnel  and  equipment. 


ANIMAL  RESCUE  LEAGUE 

1)  Provide  Animal  Control  Officer.  2)  Provide  personnel  and  services  necessary 
-for  all  pet  care.  3)  Make  recommendations  for  enhancements  necessary  to  provide 
adequate  pet  care  at  Rec.  Ctr. 


f 
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DEPT.  OF  EDUCATION 

1)  Provide  liaison  between  project  coordinating  agencies  and  state  educational 
institutions  during  search  for  and  designation  of  shelters.  2)  Provide  coord- 
inator for  school  host  facility.  3)  Provide  assistance  in  staffing  any  state 
educational  institution  used  for  shelters.  4)  Provide  message  control,  clerical, 
and  public  information  support. 

CIVIL  AIR  PATROL 

1)  Provide  air  surveillance  of  all  transportation  routes.  2)  Assist  with  all 
communications  activities.  3)  Provide  message  control  and  clerical  support. 
4)  Provide  communications  personnel  at  EOC/Commc.  Center. 


[IN  ASSIGNED 

1)  Overall  Manager /Coordinator  of  all  facilities  and  entire  Rec.  Ctr.  project. 

2)  Coordinator  for  emergencies  that  might  occur  simultaneously  with  evacuation 
and,  although  not  caused  by  it  will  have  direct  or  indirect  effect  upon  it. 

3)  Head  Manager  (Ops.  Officer)  for  all  activities  taking  place  at  the  Rec.  Ctr. 

4)  Head  Manager  for  a)  each  shelter,  b)  overflow  parking  area,  c)  staging  area 
d)  school  host  facility. 

These  positions  must  also  be  filled:  a)  Registration  Coordinator,  b)  Transporta- 
tion Officer,  c)  Public  Information  Officer  d)  Rumor  Control  Officer  e)  Message 
Sender  f)  Message  Receiver  g)  Message  Control  Clerk,  h)  Message  Logger,  i)  Me s sac 
Runner,  j)  Status  Board  Keeper. 


f 
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0 


Positions  that  are  w<_Il  defined 


Center  lis  a' id  Need  to  i.c  filled 


j :  *J  ie  Ta ' jj  , f.  o ;  i  i  --e  ce  l  *.  i  g  j . 
_r  the  >>.  Liesle^  F<cc . 


Position 


Probable  Agency  that  will  fill  it 


Mayor 

CD  Director 
Police  Dept. 
Fire  Dept. 

Dept.  of  Public  Wurks 
BOC  School  Official 
Board  of  Health 
Radiological  Officer 
Conminications  Officer 

RACES 

Animal  Control  Officer 

EOC  Representative 

Reception  Center  Manager 

Registration  Coordinator 

EOC  Rec.  Ctr.  Transportation  Officer 

Hospital  EOC  Representative 

Medical  Evaluator 

Public  information  Officer 

Rumor  Control  Officer 

Monitoring  &  Decontamination 
Team  Members 

Medical  Director 

EMS  Dosimetry  Coordinator 

Senior  Ambulance  Technician 

Message  Sender 

Message  Receiver 

Message  Control  Clerk 

Message  Logger 

Message  Runner 

Status  Board  Keeper 

Head  Coordinator  at  Overflow  Parking 
Area  and  Staging  Area 

Safety/ Sanitary  Officer 

Food  Service,  Cots  &  Blankets 
and  Reolacement  Clothinq 


Official  designated  by  EOPS  or  MCDA 
ii  ii  M    H      M  M 

State  Police 

Wellesley  FD  Chief  &  designees 
State  DIM 

Designee  of  Dept.  of  Ed.  or  MCDA 

State  DPH 

DPH  NIAT  Director 

MCDA  designee  from  Con  in.  Division; 
(probably  Dir.  of  Communications) 

MCDA  designee  from  Conm.  Division 

MCDA  designee  (perhaps  someone  from 
the  Animal  Rescue  League) 

MCDA  designee 

MCDA  designee  with  Ops.  background 
MCDA  designee 
MCDA  designee 

*Public  Health  or  Emacv.  Med.  Services 

*  ll  ii  ii  ii  ii  ii 

MCDA  Designee 
MCDA  Designee 

National  Guard 

*Public  Health  or  Emgcy.  Med.  Services 

it         ii  ii  ii  n  ii  it 

*EMS  or  local  or  private  organization 

MCDA  Designee  probably  from  Wellesley 
DPW,  or  other  State  Agency 


ii     ii  n 


it     ii  ii 


ii     11     n     ii  ii 


■I     ii  ii 


ii     n  ii 


State  Police 
State  DPH 

Red  Cross  and  Salvation  p 


*Keslof  explained  that  State  EMS  has  no  ambulance  fleet  &  only  EMT  level 
practitioners  on  staff.  Resources  would  have  to  ccr^e  from  locals  &  Dr->vat°  01 


0 

ft 


tr 

UJ 

> 

UJ 


LLI 


z 

o 

< 

C  hi 

o  i 

2 


D 
0 
>• 


J 
< 

0 

z 


0  LU 

II.  > 


I  J 


Ui  tO 
r  s, 
CO  LU 

0 

Ui 

cc 

CO 


to 

H 
Z 

UJ 

2 
2 

Q 

A 

\ 
Z 

ill 
< 

h 


A       III  «* 


UJ 

M 

UI 


0 

P 

0 

< 

c 

LU 

z 

0 


00 


UJ 

yj 
z 

CO 


a 

UJ 
0 

< 

UJ 

z 

M 

? 

o 


Ui 

0 


IL 

0 


tit 

111 

m 

s 

D 
Z 


01 

is  3 


The  Commonwealth  of  Massachusetts 

MILITARY  DIVISION 

THE  ADJUTANT  GENERAL'S  OFFICE 
90*  COMMONWEALTH  AVENUE,  B08T0N.  MASS.  02213  •  13OT 
In  rtpty  n/ir  to 

October  1,  1988 

Plana/  Operations/  Training 
&  Military  Support  Office 


Ms.  Judith  Kazunas.  Planner 

Civil  Defense  Agency  and 

Office  of  Emergency  Preparedness 

400  Worcester  Road 

Post  Office  Box  1496 

rramingham,  Massachusetts  01701-0317 

Dear  Ms*  Kazunas: 

Reference^  Wellealey  Department  of  Public  Works  Reception  Center 
Feasibility  Study  Meeting  conducted  on  March  31/  1988. 

This  letter  is  in  response  to  documentation  distributed  at  the  above 
meeting  regarding  the  initial  proposed  taskings  and  requirements  assigned  to 
the  National  Guard. 

a.  It  is  our  opinion  that  the  registration  of  relocatees  could  be 
handled  by  another  BO  144  Agency. 

b.  The  following  comments  are  in  the  area  of  vehicle  decontamination: 

(1)  Guard  personnel  assigned  to  these  positions  would  require 
extensive  training  in  this  area.  The  training  program  would  be  ongoing 
because  of  personnel  turnover.  An  Annual  Training  Session/  working  with  the 
Department  of  Public  Health  to  insure  a  smooth  interfacing  relationship  would 
be  required. 

(2)  Personnel  attending  these  training  sessions  will  have  to  attend 
in  a  State  Pay  status.  Rates  and  method  of  pay  can  be  arranged.  In  the  event 
of  a  deployment  for  a  decontamination  mission/  hazardous  duty  pay  must  be 
paid. 

(3)  Personnel  involved  in  this  operation  would  require  special 
protective  equipment  and  clothing.  We  also  would  require  radiation  measuring 
badges  and  medical  evaluation  before/  during  and  after  the  decontamination 
process/  i.e./  white  cell  blood  count. 


CO. 
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c.  Civilian  vehicles  cannot  be  permitted  at  the  Welleoley  Air  National 
Guard  Facility.  This  facility  will  be  uaed  as  a  Command  Post  for  coordination 
of  the  National  Guard  mission. 

d.  Request  your  agency  define  "all  security  functions".  National  Guard 
personnel  can  assist  state  and  local  police  with  law  enforcement  duties. 

e.  Request  your  agency  define  duties  and  responsibilities  of 
"Transporation  Staging  Area"  (TSA)  Manager.  We  cannot  comment  until  this 
terminology  is  defined. 

f.  Comments  on  the  Guard's  role  at  the  Wellesley  DPW  Facility  a*  « 
Reception  Center: 

(1)  We  car.  assist  vith  vehicle  decontamination  and  traffic  control 
points.  Registration  of  relocateea  should  be  handled  by  another  agency. 
Absolutely  no  parking  of  vehicles  at  the  Air  National  Guard  Facility. 

(2)  As  the  need  for  assistance  arises/  we  should  be  contacted  to 
determine  if  we  have  the  resources  to  accomplish  the  mission. 

(3)  Our  manpower  requirements  would  vary  according  to  requirements. 
Example:  How  many  Guard  augmentees  would  police  and  DPW  need  for  traffic 
control  points. 

(4)  Resource  requirements  would  be  along  the  lines  of  radio  and 
telecommunications.  An  emergency  channel  must  be  identified  and  established 
that  all -agencies  have  access  to  for  command  and  control  purposes. 

(5)  Traininq  would  be  a  requirement  for  Ho^nn  t-  am i na  t  i on  tashir.g. 
Another  requirement/  is  a  course  of  instruction  given  to  those  personnel  who 
would  be  directly  involved  with  actual  or  potentially  contaminated  personnel 
or  vehicles.  The  types  of  radiation  hazards  that  might  be  encountered  would 
be  emphasized. 

g.  General  opinion/comments  on  feasibility  of  this  plan: 

(1)  Location  is  approximately  40  miles  from  the  Duxbury/Marshfield 
Town  Lines  and  will  create  problems. 

(2)  Is  the  facility  adequate  for  the  mission? 

(3)  A  site  closer  to  the  area  should  be  identified  for  ths  process. 
A  school  with  in  place  male/female  showers/facilities  and  cafeteria.  A  car 
wash  type  system  for  vehicle  decontamination/  drive  through  with  water  capture 
system  in  place. 
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Please  bear  in  mind  that  National  Guard  personnel  cannot  be  mobilized 
until  the  Governor  has  declared  a  State  of  Einergency.  After  we  alert  our 
troops/  response  time  will  vary  from  zero  to  twelve  plus  hours. 

Point  of  Contact  for  the  National  Guard  is  Chief  Warrant  Officer  Robert 
Connors/  (617)  782-7842  extension  219. 


Raymond  A.  Vezina 
Lieutenant  Colonel/  General  Staff 
Plans/  Operations  &  Training  Officer 


Mlcheel  S  DuRaki* 
Governor 

Philip  W.  Johnston 
Secretary 

lX>borah  Prothrow-Stlth,  M  D 
Commlmoner 
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Anril    6,    19  8  8 


Mr.   John  Loverina 

Mass  Civi]   Defense  Aqencv 

400  Worcester  Road 

P.O.    Box   14  9  6 

Framinqriam,  01701-1496 


Dear  Mr.   Lo^e^  nq 

This  letter  concenn's  the  recent  meetinq  on  the  feasibility  of  Uli- 
lizina  the  Welleslev  DPW  facility  as  a  reception  center.  We 
understand  that  this  reception  center  would  be  utilized  for  processing 
individuals  evacuatinq   from  the  towns  of  Duxburv  and  Marshfield  durinq 
an  accident  at  Pilnrim.     In  response  to  your   reauest  durinq  this 
recent  meeting,   we  offer   the  following  comments: 

1)      In  general,   we  question  the  technical  judgement   in  suaqestinc  thafc 
possibly  contaminated  cars  and  people  would  be  transported  over  a 
raaior  conqested  hiqhway  for  such  a  distance  and  the  determination 
as   to  whether   the  cars  and  people  are  contaminated  would  not  be 
..made  until   thev  a r. rived  at  Welleslev.     As  the  State  Aaencv 
Bible  for   recommend i  no 


r  esDon- 


•Qtective  actions,   and  responsible. 


protecting  public  health  from  radioactive  contamination 
"not  oe  aoTe  to  supper  t  tne 


use  or- 


_j_  we  would 
the  Welleslev  reception  center 


w i  thout  some  process  of  sc r  een  i  ng  i  n dividual s  in  cars  for 
cont'imi  ^a*-  i  op  r.ln?ar   to  the  borders  o7   the  ®vacu?ter!  zone 


ex  t  e 


In  reviewing  the  section  of  the  taskina  document  that  pertains  to 
the  Massachusetts  Department  of  Public  Health,   we  would  like  to 
make   the  following  comments: 


A) 


As  v.'ith  other   reception  centers, 


the  Massachusetts  Departme: 
f  < 


Publ  ic  Jeal^; — a-ssumes- responsibility  tor  overseeina  tne 
rjXoTi  ng  a  ndii^ecrnt  ami  nation  process  as  outlined  in 


-ons 


and 


of   this  document 


B  ) 


C) 


p  3  a  e 


3)  ejdAJL**-  ^j^e<$tZP  "-pJS4^ 

We  are  considering   items  3   and   4    in  conjuntion  with  the 
Emergencv  Medical   Services  and  Menta"1   Health,    and  we  will 
q  i  «.p  nur   'esoor.se  on  these  needs  to  Frank  Kerlof  of  EMS  to 
include   in  his  response. 

We  reel    that   the   responsibilities   listed  are   feasible  for  our 


o   i  rrp  1  r.">r> p:  t   and  cnr.not  ( 


e  Drps^nt   time,  think 


ier   responsibilities  or   tasks  that  we  coul d  assume 


D) 


Of 


In   terms  of  personpower   requirements,    with   the  exception  of 
individuals  needed   to  staff   for   responsibilities  3  and  4,  we 
would  have  to  utilize  the  resources  of   the  NIAT  Consultants. 
Of  course  we  are   assuminq   that   the  N  a  t  i  ^  n  a !    Guard  will,  sunpl" 
t'he   individuals   to  do  the  monitoring   and  decontamination 

j  r|  A  (=>  r     £  hp    ^  j  r  p  r-  <•  '  n  "        c     «- p    M  1_A  T    C  O  n  S  LI  1  t  3  n  t  S 


)       Thp  resources  and  eouioment  nppd^d   for  monitorinq  and  decon- 
tamination would  be   the  same  as   those  reouired  at  other 
Q  JLif  eoep  t  i  on  centers   and  can  be  arranged  accordingly. 


F)        The  Massachusetts  Department  of  Public  Health  NIAT 

Consultants  receive  significant  training  and   information  to 

ef form  their   reauired   tasks,   however,    t  r  a  i  n  i  n  c  of  the 
National  Guard  personnel   in  monitoring  and  decontamination 


0&] 


wiTT  Fe   ceau 1 r ed 


3)      In  -the  material   that  was  handed  out  there  were  six  paaes  listing 
tasks  and   responsible  aaencies.^"  There  were  a  couple  of  errors  on 
these  assignments,   namely,    tha^tftye't  care  should^not  have  been 
assigned  to  Public  Health  and  the  functions  of^>raffic  flow  coor- 
dinator and  vehicle  dispatcher   should  also  not  be  assigned  to 
Public  Health. 

We  appreciate  the  opportunity  to  comment  on  this  tasking  document  and 
if  vou  have  anv  further  questions,   please  contact  me  directlv. 

Sincerely, 


Robert  M.  Hallisev,  Director 
Radiation  Control  Program 


RMH/pid 


cc :   Ger al d  Parker 
Buzz  H  a  u  s  n  e  r 
Edward  Fratto 

H  .     Judith  K a  z  u n a  s 
Peter  Agnes 
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MEMORANDUM 


TO:  Judith  M.  Kazunas 
FROM:   Royce  N.   Sa^yel  Q 


DATE: 


May  11,  1988 


SUBJECT: 


Use  of  DPW  Facility, 
Wei lesley 


Reference:     Your   letter  of  May  4,  1988 


Although  I  do  not  represent  an  agency  tasked  to  review  the 
capability  to  support  relocation  of  inhabitants  from  the 
vicinity  of  the  nuclear  power  generating  station,  Plymouth, 
to  the  Wellesley  DPW  facility,   my  views  are  as  follows: 

Adequate  communications  support  via  a  centrally  located 
facility  would  be  necessary  to  coordinate  an  orderly  flow 
of  vehicles  and  occupants  from  the  communities  involved. 
This  facility  should  be  at  the  Wellesley  location  and 
house  communications  equipment  that  operates  on  fre- 
quencies assigned  to  the  support  agencies.     This  emer- 
gency communications  center  would  be  similar  to,  but 
smaller  than,   the  operations  room  and  communications 
area  now  in  place  at  the  Civil  Defense  Headquarters, 
Framingham.     Radios  to  be  operated  by  trained  dispatchers 
from  the  involved  agencies  and  adequate  support  personnel 
and  telephones  will  be  required  in  the  operation  and  con- 
trol room  of  this  facility. 


cc:   John  L.  Lovering 


• 
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MEMORANDUM 


TO: 


John  Lovering,   Deputy  Director 


DATE:  4/28/88 


FROM:  John  Ca 


llahan, 


Education  Offi 


icer 


SUBJECT :  &ept.  of  Education (DOE 
and  the  Weliesley  DPW  Pro]e 


The  Department  of  Education   (DOE)   has  no  brick,  and  mortar  facilities 
of  its  own.     Its  Quincy  headquarters  and  its  several  regional  offices  are 
in  leased  office  space.     Its  manpower  resources  have  skills  grossly  in- 
compatible with  a  Weliesley  DPW  mission.     Also,   should  you  approach  the 
Board  of  Regents  regarding  the  involvement  of  Kass .  Bay  Community  College 
an  interminable  waltz  is  likely  to  ensue . 

On  the  upscale  -  if  you  need  constructive  interaction  at  Mass .  Bay 
Community  College,   I  personally,  will  be  glad  to  be  your  agent  and  effect 
solid  ties  at  the  college  based  upon  friendships  I  have  had  at  the  college 
since  I  worked  for  the  Massachusetts  Community  College  system. 


cc:     Robert  J.  Boulay 
Judy  Kazunas 


f 
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May  25,  1988 


Robert  J.  Boulay,  Director 
Massachusetts  Civil  Defense  Agency  and 
Office  of  Emergency  Preparedness 
400  Worcester  Road 
P.O.  Box  1496 

Framingham,  MA  01701-0317 

Attention:  Judith  Kazunas 

Regional  Planner  III 

Dear  Mr.  Boulay: 

This  is  in  reply  to  your  letter,  of  May  4,  1988,  concerning  our  responsibility 
to  support  the  implementation  of  a  third  reception  center  at  tne  DPW  facility  in 
Wellesley . 

A  meeting  was  held,  on  May  12,  1988,  with  the  principals  involved  in  the  Gaily 
operation  of  the  Wellesley  facility.    Following  are  tne  consensus  of  tne  com- 
ments discussed  concerning  the  five  (5)  tasks  that  would  engenaer  involvement: 

1.  Yes,  the  four  (4)  responsibilities  outlined,  in  your  letter  of  May  4,  1988, 
are  feasible. 

2.  Not  knowing,  at  this  time,  what  other  tasks  may  be  necessary  presented  some 
difficulty  in  addressing  this  question.    We  certainly  feel  that  we  nave  a 
wide  range  of  expertise  available  that  could  be  utilized  if  necessary. 

3.  Lack  of  previous  experience,  in  such  matters,  makes  it  difficult  to  ascer- 
tain  any  definitive  number.    However,  the  number  of  full  time  employees,  at 
tne  facility,  should  be  more  than  adequate. 

4.  Again,  the  many  unknowns  in  a  situation  such  as  this  makes  it  difficult  to 
be  specific.    One  of  the  major  concerns  discussed  was  the  possible  con- 
tamination of  the  Wellesley  site  itself.    If  all  original  "contact  facilities' 
such  as  shower  rooms,  interview  rooms,  clothing  disposal  areas,  etc.,  could 

be  of  the  portable  type,  the  maintenance  building  could  be  more  widely  uti- 
lized. 

5.  Training  and  retraining  should  be  conducted  on-site  in  order  to  minimize 
interruption  of  the  daily  operations  within  and  about  the  facility. 
Personal  turnover  rates  should  also  be  an  important  consideration,  as  well 
as  their  resident  locations. 
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I  trust  that  the  forgoing  will  be  of  assistance  with  the  plan  development 


JMH/dd 

cc:  John  L.  Loven'ng,  Deputy  Director,  MCDA 
J.F.Gallagher,  Deputy  Cnief  Engineer 
J. J. Sullivan,  Jr.  Supt-Shops  &  Equip. 
K.  Ross,  Asst.  Supt.  Snops  &  Equip. 
Gino  Bastanza,  Research  &  Materials  Engr. 
Philip  Fagone,  Procedures  &  Records  Engr. 
J.M.  Hegarty,  Acting  Maint.  Engr. 


Sincerely 


Kennetn  K.  Barry 
Director  of  Safety 
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TO:       Pcberc  J.   Bouley,  Director 

Office  of  Emergency  Preparedness 

FKOK:   Mary  K.   Kocre,   lirecicr  cf  ?rc~riz  Mar.aaenent 


Julie  Fay,   Chief  cf  Staff 
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r  .  V.  .     S  _  -  e    c  5 


D.K.H.   respcr.se  ~  o  prcpcsed  use  cf  v."e_les_ey 
recercicn  center  for  evacuees  from  Pilgrim  Station  Z.P.I 


DATE:   Kay  17,    19 SS 


The  Department  of  Mental  Health  has  reviewed  the 
Study  Tasking  for  the  staue  D.?.«.   Facility,  Well 
soecif ically  as  it  oeruains  to  the  Deoartment  cf 


Feasibility 
esley 

Mental  Health 


The  Department  cf  Mental  Health  would  be  available  to  provide 
crisis  counseling  uo  relatives  at  the  reception  facility  as  well 
as  to  recepuion  center  and  shelter  management  personnel.   After  a 
state  of  emergency  is  declared  by  the  Governor,   DMH  Crisis 
Counseling  Policy   (see  attached)   states  that  local  Area  Directors 
will  implement  the  local  Crisis  Counseling  Plan.   The  inclusion  cf 
the  proposed  wellesley  DPV5  site  will  not  be  problematic  since  all 
evacuation  sites  are  included  in  the  local  clans. 


The  Department  cf  Mental  Health  will  provide  all  training  to 
D.M.H.   staff  and  crisis  counselors.   Boston  Edison  has  developed 
a  specialized  training  package  which  we  will  request  fcr  D.M.H.  , 
staff  in  Wellesley  after  the  crcocsed  site  is  finalized.  -uM^^^. 

If  I  can  be  cf  further  assistance,  ciease  contact  me  at  f&h  ^/~^^^uM^  / 
(617) -727-4S46. 

cc:       Rae  0 1 Leary 

Charles  Keohan 
Steve  Day 
Henry  Tomes 


f 
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Michael  5  Dukakjs 
Governor 

Charles  V.  Barry 
Secretary 

William  McCabe 
CoimrrussiiTu : 


/  ,  ,</<  /,f (,<>//, 

State  Police,  Troop  "A",  Headcuart  .rs 
Fr2rrir.2r~.2r.,  Massachusetts 

May  27,19oo  •_—  -N 

/so  \ 
,1  / 


TO:  Captain  Michael  J.  Roche,  Corrrranding  Troop  "A" 

FROM:    ■      Lieutenant  Frank  P.  Baran,  #1035 

SUBJECT:    Support  implementation  of  a  third  reception  center  at  the 
State  DK-J  facilitv,  Welleslev. 


1.  The  Massachusetts  State  Police  have  been  assigned  the 

responsibility  to  support  implementation  of  a  third  reception  center 
at  the  State  DPW  facility  at  welleslev,  This  reception  center  would  b 
utilized  to  process  people  who  would  evacuate  from  the  Plymouth  area 
in  the  event  of  an  accident  at  the  Pilgrim  Nuclear  Power  Plant. 


2.  In  response  to  the  questions  that  have  been  raised 

(  see  attached  )  I  submit  the  following  data  for  your  information, 

guidance,  and  whatever  action  you  deem  necessary. 

QUESTION  #  1 


The  Massachusetts  State  Police  are  capable  of  providing 
traffic  control  and  management  in  support  of  the  following  areas: 

a.  From  the  EPZ  to  the  DPW  in  Welles ley;  there  is  a  need 
to  clarify  the  TCP's  along  the  route  of  travel. 

b.  At  the  DFw  facility-  including  overflow  and  back-up  traffic 
I  recommend  that  the  National  Guard  and  local  Police  assist  in  this 
task . 

c.  From  the  DFvJ  facility  to  mass  care  facilities  that  have 
NOT  been  identified  as  of  this  date. 

Security-  at  the  DPW  facility  and  all  designated  mass  care 
facilities  could  be  assigned  to  the  Massachusetts  National  Guard 
Military  Police.  It  is  a  task  that  units  are  already  trained  and 
educated  in. 


r 


1 1 


The  Massachusetts  Scare  Police  have  an  air  win?  char  coi 


be  utilized  to  mcr.itrr  the  f]ov. 
could  also  be  shared  by  the  Massachusetts 


Manpower  requirements  needed  to  provide  traffic  control  and 
management  from  the  EPZ  to  the  DP".-.1  in  Welleslov: 


=  or  Tors 


.  oc  s  1 1  on 


Rte  128  c,  Rte  9  exit  ram)  7.  1 

Rte  128  from  Rte  9  to  125  S.  1 

Rte  128  from  125  to  Rte  19.  1 

Rte  128  from  Rte  1  to  95  10.  1 


.'loner  cvclc  eneir 


NCOIC 


Manpower  requirements  needed  to  provide  traffic  control 
mana semen t  at  the  DPW  facilitv  including  overflow  and 


=  of  Tors . 


location 


i. 


Internal  control  DF.%7  4.  1 

Internal  Control  DF.\T  5.  1 

Internal  Control  DPW         6.  1 


Internal  control  Drv 
Exit  D?W  onto  Rte  9 
KCOIC 


Manpower  requirements  needed  to  provide  traffic  control  and 
management  from  the  DPW  facility  co  mass  care  facilities  char  have  not  beer. 
identified  as  oi  tnis  cace. 


CANNOT  ANSwIR  UNTIL  MASS  CARE  FACILITIES  HAVE  BEEN  IDENTIFIED. 


To  implement  this  plan  effectively  I  recommend  chat  the  Stace 
Police  Officers  receive  training  and  be  available  on  a  24  hour  basis  co  respond 
to  the  various  ACP's  and  TCP's  if  an  onsite  emergency  is  declared.  One  efficient 
way  of  accomplishing  this  task  is  to  expand  the  "55"  team  concept  now  deployed 
in  Troop  "A".  An  additional  14  Troopers  and  2  NCO's  would  enhance  the  strength 
adequately.  These  additional  officers  combined  with  available  personnel  would  be 
able  to  respond  co  the  various  ACP's  and  TCP's  "within  a  reasonable  cine"  after 
notification  of  an  onsite  emergency . 


t 


♦ 


# 
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The  Massachusetts  State  Police  would  need  the  fol lowing  facilities 
and  equipment  as  a  mininum  to  irsplement  the  implied  tasks  assizr.ed: 

A.  Secure  office  space  to  secure  and  install  the  following 
equipment . 

1 .  r: .•    llr  r: •:, 

2.  One  antennea  with  300'  oi  coax  caole  L  connectors  300.00 

3.  Eight  low- ban  5  watt  8  channel  portable  radios 

with  wall  rack  charger,  repeaters,  spare  batteries  6,400.00 

A.  Fifty  portable  radios  with  repeaters  to  facilitate 

traffic  flow  at  all  ACT's  a  TCP's  in  "A"  Troop  105,000.00 

5.  Approx  200  dosimeters ,  one  for  each  officer 

6.  Cellular  phones  for  "Command  Staff"  6,400.00 

7.  Electronic  messace  sizns  at  critical  ACT's  &  TCP's 

Rte  9  &  128,  Rte  9  &  entrance  DP.-:,  Exit  DFvtf  £  Rte  9  9,000.00 

8.  Tnree  motorcycles  for  traffic  flow  and  management 

when  traffic  is  at  gridlock  30,000.00 


B.  Funding  is  NOT  in  the  current  MS?  budget  and  would  have  to  be 
purchased  bv  Plymouth  Nuclear  Power  Plant  or  other  sources 


QUESTION  #  5 

The  training  requirements  necessary  to  insure  all  personnel  can 
implement  the  tasks  required  could  include: 

a.  Sensitivity  training  dealing  with  the  motoring  public  who  will 
be  nervous,  scared  and  distraut  over  the  incident. 

b.  Training  on  how  to  react  and  respond  in  a  nuclear  environment. 

c.  Protective  measures  needed  to  keep  from  getting  contaminated. 

d.  Training  in  measures  necessary  to  decontaminate  Troopers  who 
are  contaminated  so  the  Trooper  can  be  a  useful!  asset  again. 

e.  Preprinted  handouts  explaining  the  evacuation  routes,  procedure 
and  other  pertinent  information  could  be  available  at  the  entrance  of  the  DPw 
pit  to  expedite  and  facilitate  the  flow  of  traffic  and  ease  the  fear  of  the 
evacues  as  they  are  processed. 

f .  A  need  to  go  thru  training  exercises  to  see  how  the  plan  actual 
works  and  to  take  corrective  action  to  modify  the  craft  plan  when  the  opportu 
presents  itself. 


The  Massachusetts  State  Police  have  been  initially  assigned  Eh 
following  respons  ibi  1  i  ty  t  o  supper t  i  r.r  i  e::.enta  r  i  or.  c.i  r.  :. 
reception  center  at  the  Ltate  DPW  facility  at  Welles  ley.  In  is 
reception  center  would  be  utilized  to  process  people  who  would 
evacuate  from  the  Plymouth  area  in  the  event  of  an  accident  a: 
the  Pilgrim  Nuclear   rower  Plant. 


1.      Traffic   Control   and  Management, 
a )    from  the  E r Z   to  DP W  W  e  1 1  e  s  1  e  y 


b)   at   the  DPW  facility   including  overflow  and  backur 
traffic 


c )    from  the  DPW  facility   to  macs   care   facilities  to 
determined 


2.      Security  at   the  DPW  facility  and  ail   designated  mass 
care  facilities 


To  determine  the  feasibility  and  possible  u t i 1 i za t i on-  of  the 
Welles  ley  DPW  facility  and,    if   feasible,    to  develop 
implementation  plans  and   procedures,   MCDA  requires  the 
following  information  from  your  agency. 

1.     Are  the  above  responsibilities  feasible  for  your 
agency  to  implement? 


2.  Are  there  other  responsibilities  or   tasks   not  listed 
that  could  be  assumed  by  your  agency? 

3.  WThat  are  trie  manpower  requirements  necessary  to 
implement  these  tasks? 

4.  What  are  the  resource  requirements;  facilities, 
equipment,    etc.,    to   implement   these  tasks? 

5.  What  are   the   training  requirements   to   insure  your 
personnel  can  implement  these  tasks? 


MCDA,   with  planning  support  from  Boston  Edison,    must  be 
provided  with  advice  and  raw  planning  data  from  your  agency  to 
determine  the  feasibility  of  utilization  of   the  DPW  facility 
and  to  prepare  an  implementation  plan  and  supporting 
implementation  procedures,    if  appropriate. 


.  y/tc  r6, 
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Judith  Kazunas,  Planner 
Massachusetts  Civil  Defense  Agency 
Worcester  Road 
Framingham,   MA  01701 

May  11,  1988 


RE:     Eneru-rncy  Hesponee  pj an  pot   Pilyrim  Nuclear  Pi  ant  ; 
OEMS  Assigned  Tasks  At  L^acua  tion/kectpcio.'i  1'uiic.ec 

As  requested  at  the  planning  meeting,   I  an  responding  to  tne  rear-.-- 


Tasking ,  regarding  OEMS  responsibilities  at  a  proposed  reception  center  a 
Department  of  Public  Works  facility  in  Wellesley. 


(1).     Provide  medical  services  to  relocate' 


the  DP'..7  site 


OEMS  would  be  able  to  provide  the  appropriate  number  of  staff  if  the 
requirement  is  for  EMT  (Emergency  Medical  Technician)  personnel  only 
The  EMT  role  would  oe  limited  to  basic  life  support  and  evaluation  o; 
patients  preparatory  to  sending  them  to  a  hospital  via  ambulance  as 
necessary . 


If  the  assumption  is  to  have  a  physician  at  the  reception  center,  OEMS 
cannot  provide  this  resource.     Our  Medical  Director  is  only  a  part  tire 
consultant,  availaole  for  Paramedic  exams  and  training  program 
reviews.     The  only  physician  within  the  Department  with  emergency 
medicine  experience  is  the  Commissioner  herself. 

OEMS  may  be  able  to  provide  emergency  department  nurse  personnel.  We 
presently  have  1.5  nurse  positions  in  our  budget,   cut  the  positions 
have  not  yet  been  released  by  AS<?  and  are  unfilled. 

Medical  supplies  and  equipment  would  have  to  be  supplied  at  the  site  by 
MCDA.  OEMS-DPE  is  a  regulatory  and  not  a  provider  agency,  therefore  we 
are  not  budgeted  for  and  have  no  medical  suDDlies. 


MCDA  (or  3oston  Edison)  should  contract  with  a  private  service  to 
provide  amoulance(s)  standing  by  at  the  reception  center  for  transfer 
of  patients  to  local  hospitals  as  needed. 


je  term:  pp  if  anv  «.'.••■'.>     -:  ~. 
m.niDit  handicapped  access  and  egress. 


We    feel    *l.cir    I  hi  E    fo",  "if:j5"  )  !  V    '■  ■'■    '-.  '    OT'!  ;  "•  -  :    !    '       •  •  ..    '  : 

ITi&noOeC    «i    LJJfc    il  *.e  v  i.       1     I.'uMj  w    *;/;  r.  i-    UtL.lCia.iS.  e  '  r  -r    !i  J  t 

DPW  has  architectural  engineers  tnat  understand  crje  rec u i  rements  Cor 

handicapped  access  pu:  1 1  ••  f«i'  iii:i<  . 


ambulance .     Can   ;>p:.,   inciiCcti.e   1 1    tn-i'T    » :;  rat.  nTea   ..•.*:«:  r  -'-   an   a::::. ..  j 
hack  up  to  receive  pa*  i ; i *c in  yuch  n  ..*ay  :.n*-  pa':i-n;    ls  nut 


exposed  to  tne  elements  (sucri  as  Lhrouyri  a  garage  ur  uiioer  an  over 

2).     Emergency  medical  services  enroute  trur,  ih*;  eirterjency  i  Panning  ;'.'m>- 
:he  reception  center   tu       i  1  e.?.i  \-y . 

As  discussed,   this  is  the  r  esppri:;  i  bi  J  i  "  y  of    '.he  lnxuvj  sual   >'o:;.};  ..in  •  i  • 
where  the  nodical  erier^'Uicy  occurs..     T::e  i <><:••>  1  i  ;  y  *')]]   !"*/:?■;*• -iv;  -.  i'  . 
own  resources  to  Lne  incioent  ac  imc  i  £  leu  ><y  ;:iun  j  cii'ol  <.>i   jii.ai.e  j  -c  .  ; 
along  the  evacnaiioi.  route. 


,an  ; 


3ack-up  ambulance  resources  should  be  available  in  c:ie  event  the  local 
community  EMS  is  already  committed.     In  this  regard  you  have  indicated 
that  planners  for  3cston  Edison  have  made  arrangement  with  private 
ambulance  services  so  as  to  have  four  "  ime~  the  anticipated  need 
available . 

We  have  also  spoken  with  the  Boston  Edison  planners  and  I  will 
reiterate  our  comments  to  them. 


Municipal  ambulances  will  be  committed  to  their  own  communities 
therefore,   the  private  industry  is  the  resource  that  must  oe 
committed  to  supporting  the  emergency  plan's  evacuation  and 
back-up  requirements 

There  is  a  serious  EMT  shortage  in  the  Commonwealth  and  some 
providers  may  not  be  able  to  staff  all  their  amoulance  vehicles 
in  a  general  emergency. 

The  personnel  resources  of  many  private  companies  includes  larg< 
numbers  of  part-time  EMTs  who  are  also  police  officers  or 
firefighters.     In  a  general  emergency,   these  people  will  oe 
committed  to  their  police/fire  roles  and  will  oe  unavailacie  tc 
the  private  amoulance  companies. 


o 


EMTs  coming  from  ether  areas  with  contracted  services  will  oe 
unfamiliar  with  local  roads  and  locations  of  local  hoscitais. 


nesitace  to  contact  me  a*,  yo-r  cnnv^r,i« 


Sincerely; 

OFFICE  OF  EMrFCr.'ICV 


Frank  Kesiof  ,  Direc-.of 


cc:   J.   Lover inq,  Dep.   Dir.  MCDA 
Dr.   D.   r*  r  O  i' .':  r  o./-  S "  j  '" '  i  - 
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Ten  Park  Plaza.  Boston.  MA  02116 
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Ms .   Judith  Kazunas 

Project  Coordinator 

Civil  Define?  Asfincy 

Office  of  Emergency  Preparedness 

^00  Worcester  Road 

P.   0.   Box  1496 

Framingham,  MA  01701-0317 

Dear  Ms .  Kazunes : 

The  following  information  is  in  response  to  your  questionnaire  regarding 
the  feasibility  of  the  META  to  respond  to  the  Weliesiey  DPV  Facility  during  an 
accident  at  the  Pilgrim  Nuclear  Power  Plan. 

1)     It  is  feasible  that  the  MBTA  could  provide  buses  to  the  DPW  Facility. 
Further  it  is  understood  that  our  buses  would  transport  uncontaminated 


However,   it  is  important  to  note  that  the  META  operates  approximately 
twenty  (20)  hour  a  day  7  days  a  week  with  AM  and  PM  peak  periods. 
Subsequently  should  an  incident  occur  in  off  peak  and  or  during  the  few 
hour  we  do  not  operate  our  ability  to  provide  the  necessary  manpower 
would  be  limited. 

2)  It  is  feasible  that  the  META  could  provide  first  line  supervisors  to 
assist  with  coordinating  our  bus  operation  at  the  Weliesiey  Facility. 

3)  We  need  to  obtain  more  pertinent  information  concerning  the  number  of 
people  we  may  need  to  transport,   the  locations  of  the  mass  care 
facilities  and  designate  a  prescribed  route  our  buses  would  travel 
during  an  emergency. 


relocates  processed  at  Weliesiey  to  various  mass  care  facilities. 
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A)     Please  be  advised  the  META  has  seven   (7)   bus  garaEes,  which  house  our 
bus  fleet  at  various  locations  throughout     cur  system.     They  ai~  a^ 
follows . 

Garage  Active  Bus  Fleet  Buses  Aval la:  lg 

Albany  100  93 

Bartlett  185  167 

Cabot  182  162 

Charlestown  189  160 

Fellsway  85  73 

Lynn  88  8  0 

Ouincy  79  71 

5)  It  will  be  necessary  that  special  training  be  provided  for  our 
supervisors  and  bus  operators. 

6)  It  is  imperative  that  we  insure  our  personnel  that  protective  measures 
have  been  taken  to  protect  them  from  any  contamination.     In  line  with 
this  thought  we  would  expect  the  leadership  from  our  various  unions  wil 
be  invited  to  attend  the  planned  informational  session  as  stated  in  our 
last  meeting. 


I  trust  this  memo  will  serve  as  suitable  response  to  the  MBTA  tasking 
under  the  feasibility  study. 

Sincerely . 

■;  J.    Li  ~-+*y\ 

Michael  C.  Anderson 
Superintendent  Traffic  Operations 


MCA /Imp 


Public  Wetfare 

Boston  Massacnusens  02111  ^ 


Charles  M  Atkins,  Commission**" 


August   1,  1983 


TO:     Judy  Kazunas,   Regional  Planner 
Mass.   Civil  Defense  Agency 

/  / 

FROM:     Maureen  Kelley,   E.O.    =14  4  Liaison    'J  y  > 
Dept.   of  Public  Welfare  ^ / " 

RE:     Emergency  Preparedness/Pilgrim  Station  EPZ  Meeting 


In  reference  to  the  meeting  at  the  Wellesley 
Department  of  Public  Works  site,  Wednesday,  June 
1st,  it  was  my  understanding  that  as  'the 
proposed  plans  currently  stand, 

-     there  will  be  3  sites  to  which  people 
will  be  evacuated:     Wellesley,  Taunton 
and  Bridgewater; 

the  Taunton  and  Bridgewater  sites  will 
be  manned  by  town  personnel ; 

the  Wellesley  Reception  Center  will  be 
staffed  by  State  personnel. 

It  would  seem  that  evacuees  at  each  of  the 
three  locations  will  have  very  similar  needs. 
Many  will  qualify  for  disaster  assistance  under 
the  Individual  and  Family  Grant  Program  (IFG) 
because  their  homes  and/or  places  of  employment 
will  be  unavailable  to  them  and/or  that  they  do 
not  have  access  to  their  own  funds  or  ether 
resources . 


Since  there  are  no  income  requirements  under 
IFG,  many  people  who  are  not  normally  eligible 
fo  welfare  benefits  may  qualify  for  this  type  of 
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assistance.          The     outstanding  issue     is  the 

development    of    a    system    within  Public  'Welfare 

for     the     assignment     of     staff  to     the  tnree 

evacuation  sites.     The  staff  are  needed  to: 


determine  eligibility  for  financial 
assistance ; 

assist  those  who  were  homeless  before 
the  disaster  and 

-  provide  general   information  and 
referral  services. 


I  will  provide  you  with  further  information  on 
this  issue  as  it  becomes  available. 


cc:     J.  Bennett 
D.  Musgrave 
D.  Renaghan 


MK/mk 


STATE   DPW   FACILITY,  WELLESLEY 


MASSACHUSETTS   WING   CIVIL   AIR  PARTQL 


RESPONSES   TO  TASKING 


For   the  possible  utilization   as  a  Reception  Center 
•for   the  Emergency   Response  Plan    in   reference  to 
the  Pilgrim  Nuclear   Power   Paint,    Plymouth,  Mass 


Colonel    Donald  P-outy 
Massachusetts   Wing    Civil    Air  Fatrol 
1843   Broadway,    Suite  344 
Saugus,    MA  El90i— 1329 


MASSACHUSETTS  WING  CIVIL  AIR  PARTOL 
Response   to  tasking: 

1.  Assist   National    Guard    in  Registration. 

Yes,    but   need   to   know   how   many   personnel  required. 

2.  Assist   National    Guard   and   State  Police   in   Pacility  Security. 
This   task    is  beyond    the   scope   o-f    Civil    Air   Patrols  Training. 

3.  Assist   DPW   and   National    Guard    in   parking   and   vehicle  sorting. 
This  task   needs  a  better  de-finition. 

4.  Assist   Dept.    o-f   Public   Health   with   back— up   in   monitoring  o-f 
personnel    and   vehicles,    and   dispatch   i -f  contaminated. 

This  task   is  two   part   task    and   at    present   there   are   too  -few 
personnel    quaili-fied   -for   the  monitoring,    and  need  better  de-finition 
o-f   contaminated  vehicles. 

5.  Assist   ARES/RACES  with   communications  activities. 

This  tasking   could   be   augmented   with   CAP ' s   Communications  network 
or   with   manning   o-f   MCDA  '  s  network.      A   study   o-f   -facilities  must  be 
made . 


MASSACHUSETTS   WING   CIVIL   AIR  PATROL 
Tasking   that    Civil    Air    Patrol    would  accept: 

1.  Assist  with  aerial  survey  o-f  evacuation  routes.  Tasking 
would  be  limited  to  3  aircra-ft  and  would  be  conducted  in 
accordance  with  max  1  mun  sa-fety  practices  to  be  determined  by  the 
aircrew  while   performing    the  task. 

l.a.      This   tasking   could   be   augmented   with   real      time  video  -from 
the     aircra-ft      in   -flight   provided   that   equipment   and   a  down  link 
■frequency  could   be   made   available  thru  the  resources     o-f  either 
the  Commonwealth   or   the  Utility  Co.      Equipement   cost   would  be 
approximately   £  57,600.00   and   would   provide   -for   receiving  at 
WDPW  and   MCDA  Framingham   and   at   Plymouth  CD. 

1.  b.      Training      and      equipement      maintenance     cost  would  be 
approximately   £1000.00  per    year   per    aircraft  equipped. 

2.  Communications,    item  5.      CAP  could   provide   in  accordance 
with   our    agreements  communications   support   for   this  operation 
either   as   a   support   organization   using   our    limited   frequencies  or 
the  MCDA ' s  network   of  frequencies. 

2. a.    This  task   could   be  enhanced   by   use   of    the  packet   mode  of 
transmission   Equipment   would   cost   approximately  £17,350.00   for  a 
CAP   link,    Plymouth   CD,    Wei  1 esl ey ,    and  Framingham. 

2.b.  Training     and     equipment     maintenance     cost     would  be 

approximately  £1000.00  per  year.  Printing  cost  for  tracking 
personnel  displaced  by  accident  has  not  been  quoted  as  we  need 
an  approximate     figure     on      the     number      of  families/persons 

di  spl aced . 


MASSACHUSETTS  WING 
UNITED  STATES  AIR  FORCE  AUXILIARY 
CIVIL  AIR  PATROL 

184  Broadway  B  Suite  344,  Saugus,  MA  01906-1029 


20  June  1988 


Massachusetts  Civil  Defense  Agency 
400  Worcester  Road 
Box  1496 

Framingham,  MA  01701-0317 
ATTN:  Ms  Judith  Kazunas 

Reference:  State  DPW  Facility,  Weilesley,  Feasibility  Study  Tasking 
Dear  Ms  Kazunas: 

The  successful  use  of  the  MDPW  facility  in  Weilesley  for  a  communications 
facility  to  support  the  evacuation  of  personnel  from  the  vicinity  of  the 
Pilgrim  Nuclear  Plant  is  highly  dependent  on  the  electromagnetic 
environment  at  that  Weilesley  location.  As  you  know  the  facility  is  in 
close  proximity  to  numerous  television  and  FM  broadcasting  stations  in  the 
Needham  Heights  area.  The  presence  of  these  high  powered  transmitters  is 
detrimental  to  communications  in  the  VHF  and  UHF  spectrum. 

An  electromagnetic  survey  must  be  performed  to  determine  the  obstacles 
which  this  electromagnetic  environment  will  present  to  the  proposed 
communications  and  what  measures  may  be  taken  to  mitigate  probable 
interference,  intermodulation  or  receiver  desensitization. 

It  is  requested  that  an  electromagnetic  survey  be  performed  at  the 
Weilesley  DPW  facility  to  determine  the  signal  strength  profile  in  the 
140-170  MHz  range  and  any  frequency  range  which  may  be  made  available 
by  the  state  or  utiiity  for  wideband  TV  image  transmission.  Particular 
attention  should  be  given  to  the  identification  of  possible  mixing  or 
intermodulation  products  which  would  cause  interference  on  the 
frequencies  148.15  MHz  or  149.925  MHz. 

FOR  THE  COMMANDER  ^ 


DONALD  A.  FREELAND,  LTC,  CAP 
Director  of  Communications 


American  Red  Cross 

of  Massachusetts  Hay 


Button.  Mussacnusctts  vZZ'.y  )^} 
(617,  262-1234 


n e  materia,   c r.  t  n e  ust   c !:   the   t > £  & s I y  D? V." 

facility  as  a  reception  center  for  the  Pilcrrini  nuclear  facii 
we  have  come  to  the  following  conclusions.  First,  the  local 
and  type  cf  re:ep::cr.  facility  has  very  little  imr.act  cr.  cur 
responsicili tes  for  c  c :.  cr  e  c  2  :  e  :;rt  cf  tne  < 
msTcr  concern,  as  you  are  well  aware  .  is  th< 
adequate  arid  suitable  sheitf 
underway  and  We  are  confide] 
successful . 


identif icatic; 
i  p   7  r c c e s £  is 


One  other  concern  that  we  have  involves  the  comm 
and  information  handling  systems  that  must  exist  betw 
reception  center  and  the  shelters.  No  matter  how  muc 
preparation  and  community  education  is  done  prior  to 

.ion  wi 


well  Demo  ana  ioca 


um  ca  ti : 
e  e  n  the 
h 

an  even' 
11  be 
T  ~.  i  s 

o 


process  or 

necessary  to  the  emotional  well  being  cf  the  evacuees 
cannot  be  done  using  manual  files  and  telephone  lines 
organizational  experience  in  disaster  welfare  inquiri 
shows  the  value  of  automating  this  process.  In  addit 
normal  telephone  circuits  will  undoubtedly  jam  under 
conditions  of  a  nuclear  accident  and  evacuation.  Pla 
take  place  to  address  these  concerns.  The  success  cf  any 
operation  of  this  magnitude  will  hinge  on  our  ability  to  sha: 

:urr en t  conditions  and  details 


our 
es  clearly 

the 

nninc  must 


ime  1  v 


inc  accurate  cata  on 


tnese  proceaures  nave 


conci tiens 
la chine. 


Gregg  0 ' Ryon 
Dire  bt.cr 

Emeroencv  Services 

MCI.  A 

Judy  Katun as  

400  Worcester  Rd . 

F ramingham ,   Mass.  01701 


• 


• 


• 


American  Red  Cross 


of  M  js-ui  husctts  Bay 


u9  BrooUine  Avenue 

Uo.sion,  Massachusetts  02215-3993 
(f)l7,  2<>2-l2W 


June  21 ,   l yab 


Dear  Judy: 

Upon  completion  of  our  shelter  surveys  in  coordination 
with  the  State  Civil  Defense  and  boston  Edison,  we  have 
selected   11   facilities  that  could  accomodate  a  total 
of  7,   825  people. 

This  number  is  derived  from  specific  information  gathered 
in  a  Red  Cross  Facility  Survey,   requiring  40  square  feet 
per  person,  adequate  feeding  and  sanitary  facilities. 

In  a  short-term  situation,  it  is  quite  possible  that  these 
numbers*     could  be  expanded  for  each  facility, 

/Newton  North  High  School  *2000 

✓Wellesley  College  1200 

✓Keef  Voc.  Tech.  High  School  900 

✓Wellesley  Middle  School  700 

✓Walsh  Middle  School,  Framingham  600 

yrramingham  North  600 

yNatick  High  School  500 

-Criminal  Justice  Training  Council  400 

yWellesley  High  School  400 

✓Day  Junior  High  School,  Newton  275 

✓Framingham  State  College  250 


Total 


7825 


Please  call  if  you  have  any  questions 


Sincerely , 


Disaster  Services 


Ms  .  Judy  Kazunas 


MCDA 

400  Worcester  Rd . 
Framingham,  MA 


RO!TE  9  HOTEL  &  MOTEL  *  OCCUPANCY  R£.TE   (WITHIN  10  MTTJ~!S  OF  DPW) 


Susse  Chalet  Motel  -  Eastbound,  Pte.  9  -  Newton /Chestnut  Kill  -  (this  motel 
is  the  farthest  east  available  before  gettinq  into  the  congestion  and  traffic 
jams  of  Brookl ine/ boston. ) 

150  Rooms  @  87%  Occupancy  Rate  =20  Vacant  Rooms. 

Welles] ey  Motor  Inn  -  East)  mind,  Rte.  9,  v.vilcsloy 
62  Rooms  @  60%  Occupancy  Rate  =25  Vacant  Rooms. 

Red  Roof  Inn  -  Rte.  30,  Framingham  -  Next  to  Mass.  Pike  On/Off  Ramps 
200  Rooms  ?  70%  Occupancy  Rate  =  60  Vacant  Rooms 

Natick  Hilton  Inn  -  Speen  St.,  Natick  -  Next  to  Cloverleaf  Mall 
200  Rooms  @  50%  Occupancy  Rate  =  100  Vacant  Rooms 

Holiday  Inn  Crowne  Plaza  -  Eastbound,  Rte.  9,  Natick 
251  Rooms  @  77%  Occupancy  Rate  =  58  Vacant  Rooms 

Travelodge  -  Eastbound,  Rte.  9,  Natick 

68  Rooms  @  75%  Occupancy  Rate  =17  Vacant  Rooms 

Howard  Johnson  Motor  Lodge  -  Eastbound ,  Rte .  9 ,  Framingham 
182  Rooms  @  65%  Occupancy  Rate  =64  Vacant  Rooms 

Monticello  Motel  -  Eastbound,  Rte.  9,  Framingham 
70  Rooms  @  70%  Occupancy  Rate  =21  Vacant  Rooms 

Days  Inn  -  Eastbound,  Rte.  9,  Framingham 

154  Rooms  @  75%  Occupancy  Rate  =39  Vacant  Rooms 

Total  Of  404  Vacant  Rooms  (Average  over  the  Year) 
@  3  Occupants  per  room  =  Space  for  1212  people. 

*However ,  Occupancy  Rates  vary  greatly  depending  on 
time  of  year  and  time  of  week.    Most  motels  are 
filled  from  mid- June  until  mid-September,  and 

almost  empty  between  January  and  April.  During 
the  winter  the  occupancy  rate  is  higher  during 
the  week,  and  lower  on  weekends.  In  the  summer, 
it  is  the  opposite. 


#  I 


£  American  Red  Cross 


of  Massachusetts  Bay 


w  Brookline  Avenue 

BoMon.  Massachusetts  02215-399 

nil? i  r^o  iru 


May   11,  1988 


Dear  Judy, 

After  reviewing  the  facility  surveys  conducted  last  month  I  would 
like  to  offer  the  following  observations  on  the  suggested 
facilities . 

MASSACHUSETTS   BAY  COMMUNITY  COLLEGE 

This   facility  is  not  recommended  for  use  for  the  primary  reason 
that  it  lacks  showers.    In  addition  the  abscence  of   a  gymnasium  cr 
other  large  community  area  would  force  us  to  utilize  a  large 
number  of  individual  classrooms.     This  has  the  advantage  of 
allowing  the  separation  of  special  populations  such  as  elderly, 
children  and  families,   but  also  results  in  communication  and 
logistical  difficulties.   The  administration  of  such  a  facility 
would  require  a  larger  staff  to  insure  that  all  human  needs  were 
adequately  addressed. 

The  lack  of  adequate  sanitation  such  as  showers  will  present 
a  more  complex  problem.     Normal  solutions  include  moving  the 
shelter  population  to  a  facility  with  adequate  equipment  and  back 
to  the  shelter,   or  bringing  in  portable  showers  to  the  facility. 
Neither  solution  in  my  mind,   is  advisable  if  any  alternatives  can 
be  made  available.     The  first     is  a  logistical  nightmare  when 
dealing  with  large  groups,    and  the  second  is  prohibitively 
expensive . 

CUSHING  HOSPITAL 

Again,   the  primary  concern  is  the  lack  of  appropriate  sanitation 
and  a  large  communal  area.    In  addition,    the  general  state  of  the 
facility  seems  to  be  a  serious  consideration.     Plans  apparently 
call  for  three  buildings  to  be  unused  by  June  and  the  entire 
facility  to  be  torn  down  in  the  near  future. 

Almost  any  facility,   given  enough  manpower  and  money  could 
conceivably  be  used  for  a  shelter.     The  Red  Cross  interprets  its 
mandate  to  utilize  the  best  facilities  available,    to  insure  a  high 
quality  of  care  for  the  citizens  of  the  communities  within  our 
jurisdiction,   neither  of   these  facilities   seem  to  rreet  that 
standard. 


HOTELS  AND  MOTELS 

In  addition  to  the  above  mentioned  facilities,    it  has  been 
sugaested  that  vacant  rooms   in  area  commercial  lodging  facilities 
be  examined.      Several  problems  exist  with  this   idea,    the  larges: 
of  which  is  that   this   is   in   all  probability  the   least  erst 
effective  manner  of  rendering  shelter  imaginable.    The  Red  Cress 
will  spend  those  sums  of  money  required  to  effectively  assist 
victims,   but  we  also  have  a  responsibility  to  our  contributors  to 
use  these  monies  in  the  best  possible  manner.      I  suggest  that 
this  alternative  only  be  explored  as  an  absolute  last  resort. 


Gregg  ''0  '  Ryon 


Dir ec  tor 
Disaster  Services 


Massachusetts  Civil  Defense  Agency 

attn.   Judy  Kazunas 

400  Worcester  Rd . 

P.O.    Box  14S6 

Framingham  MA.  01701-0317 


c c.Ann  Rundle 
Zira  Scheer 
Bob  Saydlowski 
Wendy  Horton 
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AMERICAN  F.ED  CROSS 


Survev  Updeted 


/  / 


EMERGENCY  MASS  CARE  FACILITY  SURVEY 


Site  Name:  ^asSacJ-'i/Jf1*^  ^bfr/Wjm/i/  dd/eh 
Address:  '  


Main  Telephone  Number: 


Directions  to  The  Facility  From  The  Chapter: 


.  


To  Open  This  Facility  Call 

N a me :   

Ti  tl  e  : 


Person  Who  Goers  The  Facility: 


easiness  Pnone: 


Name : 


A/a 


u 


Business  Phone: 


Alternate  To  Open  Fac 


1 


iarr.e  \ry 


Business  Phone: 


LIMITATIONS  ON  iHE  -  AC!  _ITV  "S  L'SE  [Update  vear;y; 
1.  AVAILABILITY 

This  facility  should  be  available  at  any  time  during  the  year. 

—  s 

  Tnis  facility  will  net  De  availanle  during  tne  following  time  periocs 

without  obtaining  special  permission  of  the  owner  (s): 

NOTE:    Never  open  this  mass  care  facility  without   TC 

First  obtaininc  proper  uL.*.'.^rizcticr.  fron 


The  person  listed  on  tne  front  page   TC!  

2.    ACCESSIBILITY   on  fr'M 

This  facility  may  not  be  accessible  curing  the  following  types  of  disasters 
(List  type  of  disaster  and  reason  for  inaccessibility): 


NOTE:    If  one  of  the  above-listed  disasters  has  occurred  check  with  the 
building  representative  before  sending  a  chapter  mass  care  team 
to  activate  the  facility. 


GENERAL  BUILDING  INFORMATION 
1.  CONSTRUCTION 
asonry 
'-^Concrete 

  Metal 

Prefab 


2.  UTILITIES 


Wood  Frame 
Bungal ow 
Trai  1  er 

Other  (Specify) 


Nat1! 

Sealing  ^  *M 


r  r/G»s  Oil 


L? 
Gas 


Cool ing 
Cooking 


Is  there  access  for  the  handicapped? 

YES    NO      y'°  fasvttcypcJ 

Is  the  building  usable  in  its 
present  condition?         YES  NO 


Is  there  an  emergency  Generator? 
_JL  YES   NO  j£  *S-/Z£ 

If  "YES"1'  who  knows  how  to  operate 

NAME :  .-  

TELEPHONE: 


WATER  SUPPLY 
-^fiuni  ci  pal 
 Wei  1  (s ) 


Swimminc  Pool 


rappee  Water 


PARKING 


Parking  Lot(s) 
Capacity:  < 


vrc: 


Dn  n  ki  n  c 

Other  (specify)  TrappeG  Water 

Nondrinkabl  s 


Vehicle  Restri 
If  "YES"  speci 


l5 


9  // . 


t 


Recopnencec  Registration  Area: 


Recommended  nea  1  tn  Services  Office 


frtu***.  Vocational  Classrooms  (School)   Kitche 


Recommenced  Manager's  Office: 


Reconvene-;:: 


i  as: 

Swimming  Pool 

r  t  o  rs  of  '  C  1  r- 3  r  i n i  c  r  j  n  r 1  v  Rn r  r~r 
Other  (specify)   


t7v\  j^6>C  . 

D.    SLEEPING  AREAS  (Shelters):    Indicate  on  attached  facility  floor  plan  if  availa: 

Cneck  appropriate  box  for  type  of  building. 


MAXIMUM  SLEEPING  CAPACITY  OF. FACILITY  (allow  40  sq. 


rt.  per  person) 


SCHOOL  BUILDING 


CHURCH  BUILDING 


OTHER  3UILDINGS 


Room 


"otal  Sq  Ft  Capacity 


Room 


tal  Sq  Ft    Capacity     -Room    ic"t{  Caoacity 


;vmasi  urr 


K'.  ;*|-|    p  j  v. 

is ri '  HaTl 


t'eeti  nc 

Koom 


W  Classrooms      2r  ^^2E^d==Bfs1ro§l 


.umoer  o" 
.  i  assroc: 


Average 
Room  Size 


liverepe 
i«oom  Si 2i 


-average 
Room  Size 


fetal  Sq  Ft 
&  CaDacitv 


Jotal  Sc. 
r t&Caoaci tv 


Otner  Rooms 

(specify  type)  ^Cczsp'/i^ 


Otner  Rooms 

(sDecify 
tvoe ) 


•  oza  I  i>q 

.tt&CaDacitv 


[SDeciry 
type) 


FOOD  PREPARATION  AND  SERVING  AREAS:  Incicate  on  facility  floor  plan  if  available 
FOOD  PREPARATION 

Type  of  Service:        "^Ful  1  Kitchen  Serving  Capacity 

Per  Meal  : 


Warming  Oven  Kitchen      t       Oven (s )  Number 

Convection  oven  (s ) 


None 


 Number 

Microwave  Oven(s) 


EQUIPMENT:  ^J?     Refrigerator  (s)   Number 

_[_  Walk-in  Refrigerator  (s)      FOOD  SERVING  AREAS 

,  — ^  Caferteri  a  :    j r~  Capacity 

]_        Freezer  (s)    Cafetorium:   Capacity 

/=»Snack  Bar:   Capacity 

 Otner  (specify;: 

None 


Total  Nunber  of  »nch  vic-a .  Urns 
(Do  No:  Count  Urinals) 

Toilets:  Adult  (standard  size)       Child  (small  size)^ 

-Male:    -w.ale: 

-Female:    3  Q   -Female:   


Wash  Basins:  _  Showers :y 

-Mile:    3  .aj  -Ms  1  e  : 


Laundry:    Washers    Dryers 

HE LATH  CARE 

Number  of  R-oms  :  ^fl  

Number  of  Beds:  ^ 


J.    OTHER  INFORMATION  AND  COMMENTS 


1 


H.    COMMUNICATION  CAPABILITY 

Telephone:    Ma,in' Number  /      ~>r  -  //bO 

Additional  Numbers 


!ay  phones      / r^n  *y  ry. 


Radio  Capability  (specify  type  J : 


I.    GROUPS  ASSOCIATED  WITH  THE  FACILITY 

1-    Type:   Fire  Auxiliary   Paid  Staff 

 Church  Auxiliary   Paid  Feeding 

Personnel 


_0ther  (specify) 


2.  Does  Red  Cross  have  a  written  agreement  with  these  groups  to  utilize  them  ti 
provice  mass  care  services  in  tne  facility?   Yes   No 

3.  If  =2  is  YES,  has  the  group(s)  been  trainee  to  cerform  its  assicn°c  ru: — ioi 

YES  NO 


DATE  SIGNED:   


RECOMMENDED  FOR  USE  AS  A  RED  CROSS  MASS  CARE  FACIL*~V:   YES   NC 

FACILITY  SURVEY  COMPLETED  BY:    NAME  /^^/^  -  


Sjrvev  Cone  i  e '. 


AMERICAN  RED  CROSS 


/  / 


Si;rvr?v  Undated 


2.      /  / 


EMERGENCY  MASS  CARE  FACILITY  SURVEY 


Site  Name: 
Address:    i'J':JX2.  L  .^V/' 


Main  Telephone  Number 


u 


J  •*  J 


i/ 


To  Open  This  Facility  Call: 

Person  Who  Opens  The  Facility: 

Alternate  To  Open  Fac 

i  1  i  ty : 

0  ime: 

Name : 

Name : 

Title: 

Tit!  e : 

Title: 

Business  Phone: 

Business  Phone: 

Business  Pr.cne: 

Home  P lions : 

u  p  •„  0  n  e  . 

t 


) 


A.     LIMITATION'S  ON  THE  F A C I _ I Tv "5  USE  (Update  Yearly; 
1.  AVAILABILITY 

This  facility  should  be  available  at  any  time  during  the  year. 

  This  facility  will  not  be  available  during  the  following  tine  periccs 

without  obtaining  special  permission  of  the  owner  (s): 

NOTE :    Neve"  coen  this  mass  ca^e  facility  without 

First  CDtcinir.g  proper  authorize *. i en  fron  '   

The  person  listed  on  the  front  page  ~Z  ~~ 


2.  ACCESSIBILITY 

This  facility  may  net  be  accessible  during  the  following  types  of  c'isas' 
(List  type  of  disaster  and  reason  for  inaccessibility): 


NOTE:    If  one  of  the  above-listed  disasters  has  occurred  check  with  the 
building  representative  before  sending  a  chapter  mass  care  team 
to  activate  the  facility. 

B.    GENERAL  BUILDING  INFORMATION 

1.    CONSTRUCTION  2.  UTILITIES 

Nat'l  L? 

'^Masonry  Wood  Frame  Gas     Oil    Elec.  Gas  I 


^Concrete    Bungalow  Heating 

_  Metal   Trailer  Cooling 

_  Prefab    Other  (Specify)  Cooking 


Is  there  an  emeraency  aenerator' 
YES  "NO  " 


YES  _l^£w3p     j  J  /  If  "YES"  who  knows  how  to  operati 


Is  there  access  for  the^Aandi caDDed? 


Is  the  building  usable  in  its  NAME :   

present  condition?         YES         NO  TELEPHONE: 


WATER  SUPPLY  4.  PARKING 

 Municipal   Swimming  Pool  Parking  Lot(s)     /  ^YES 

Capacity:    <~/y,  —   „ y  .,- 


Well (s)    i rapoed  Water 

Drinking  Vehicle  Restri  cz~.  cr.s :  YES 

Other  (specify)        Tracoec  Water  if  "v£5"  specify: 

Nonorinkable 


• 


C.    GENERAL  SPACE  ALLOCATION:    Inc-.cate  on  attached  facility  fleer  p^gn  if  c.c;'-:'e 

Recpmrr.er.ee-  Regis*  ration  A  re  2:  Areas  tc  :  e  kett  off  limits  *.  0  tne  : 

 ^   Vocational  Classrooms  (School)   Kitcher 

Recommenaea  hea I tn  Services  Office  : 

 Science  Classrooms  (School)  Soiler/l'ti" 

  :  C  0  ~ 

Recorrmenaed  Manager's  Office:    Swimming  Pool  Church  Sane 

ua  ry 

S 1 0  r?  n°  ' r  1  c 3  r.  i  n  c  r  'PD^v  R'*cr"f  C^S" 

kecorrr.er.ee :  S-pp  >v,  0  to  race  rrto; 

  Other  (specify)     


SLEEPING  AREAS  (Shelters):    Indicate  cn  attached  facility  floor  plan  if  ava 

Check  appropriate  box  for  type  of  building. 

MAXIMUM  SLEEPING  CAPACITY  OF  FACILITY  (allow  40  sq.  ft.  per  person):   


SCHOOL  BUILDING 


CHURCH  BUILDING 


' OTHER  BUILDING! 


Room       Total  Sq  Ft  Capacity 

•  Room     Total  Sq  Ft  Capacity 

-Room  -  4qcf{  Caoac 

i  ty 

Gymnas i urn 

Ha.inuPar- 

too*']  p  Q 

<oom  " 

jumper  of 

W)  assrooms 

i sn  Ha  1  1 

Jumper  of 
Classroom 

tiumoer  or 
l 1 assroom 

Average 
Room  Size 

^verace                                      £vera?f              -  //S 
Room  Size                                  Room  Size  //yj/O 

Total  Sq  Ft 
&  Caoacitv 

iota!  Sg 
Ft&Caoaci  ty 

fotal  Sq  tyvw^Q  r 
rt&Caoaci  t'v    ^  -v-.-. 

s/>  ) 

Otner  Rooms 

f specif v  type) 
'  ■ — ■■■■ 

Otner  Rooms  1 

(specify 
type ) 

)uner .  riounfi 
.soeci ry 

type)  s-f^^^y.J-^ 

/ 

FOOD  PREPARATION  AND  SERVING  AREAS:  Indicate  on  facility  floor  plan  if  avaTTaoTi 
FOOD  PREPARATION  1 


iype  of  Servi  ce  : 


EQUIPMEN" 


Full  Kitchen   cT^  /-?  ~,     Servi  no  Caoacitv 

2,tJC«  ft-fl  •    per  Meg]  . 


Warming  Oven  Kitchen   Oven(s)  Number 

Convection  oven (s) 
   Number 

 Microwave  Oven(s) 

Refrigerator  (s)   Number 


None. 


-1  r 


Walk-in  Refrigerator  (s)     FOOD  SERVING  AREAS 

  Caferteri  a :   

Freezer  (s)  Cafetorium: 

Snack  Bar:   

 Other  (specify J 

None 


_Caoacity 
Capacity 

"7"  _  , , 


• 


-        r  «,,»—•  —  -  ~  i 

r  .    jrtii  i  t  n  1 1  OH 


Total  Nunoer  or  :nci  vi 
(Do  Not  Count  Urinals) 


i  ts 


Toilet*-;-  Adult  (standard  size)       Child  (small  size) 
/~    -Male:  -vale: 


-Female:   

Wash  Basins  : 

-Femal e 

Laundry:  Washers  

HELATH  CARE 

Number  of  R-oms :   

Number  of  Beds : 


-Female : 

Showers : 

Drvers 


.Mg  ]  t 

■  T  <-  r.; 


/ 


J.    OTHER  INFORMATION  AND  COMMENTS 


H.     COMMUNICATION  CAPABILITY 

Telephone:    Ma4ir  Number   ~  ~^ 

Additional  Numbers   /  ^?  Lsisifn^  & 


Pay  phones   /    y , r  ■  y /&?^.<, : x~ 

Radio  Capability  (speci fy  type ) : 


I.    GROUPS  ASSOCIATED  WITH  THE  FACILITY 

1.  Type:   Fire  Auxiliary   Paid  Staff 

 Church  Auxiliary   Paid  Feeding 

  Personnel 

 Other  (specify)   

2.  Does  Red  Cross  have  a  written  agreement  with  these  croucs  zo  utilize  them  zo 
provide  mass  care  services  in  the  facility?   Yes   No 

- ■    It  42.  is  YES,  has  the  grouo(s)  been  trained  tc  ze^'crm  izs  assicned  function? 
YES  NO 


• 


• 


DnTZ  signe; 


RECOMMENDED  FOR  USE  AS  A  RED  CROSS  MASS  CARE  FACILITY  : 
FACILITY  SoRVEY  COMPLETED  BY:  NAME   


v  rc 


• 


ATTACHMENT  D  -  33  PAGES 


MEMORANDUM  ^~^J  ^    (j^CZ  *L 


P+u<>  -K* 

/yp-  /y<^  -          /'7-T  /T^  \ 
TO:      John  L.  Levering,  Deputy  Director  DATE:         j^e  28,  1988      "  1  --  - 

FROM:  Judith  Kazunas,  Regional  Planner  III  SUBJECT:    Wellesley  DPW  Reception 

Center  Feasibility  Study  - 
Letter  from  Welleslev  Selectm.- 


Re  Attached  Letter: 

Since  the  selectmen,  in  their  letter,  defined  quite  clearly,  the 
areas  of  their  specific  concerns,  I  thin);  we  should  reply  that  a  meeting  will  be  ar- 
ranged at  which  they  may  receive  answers  to  their  questions.  The  questions  seem  to 
fall  into  the  category     of  logistics, (i.e.  who  will  make  sure  that... and  how  will 
they  make  sure  that  our  local  response  services  are  still  able  to  serve  the  needs  of 
Wellesley  residents  even  during    an  activation  of  the  [possible,  future]  reception 
facility (ies) .    And  the  category  of  effects  of  radiation  (on    water,  sewer,  wetlands, 
and  other  commodities,  services,  and  resources) . 

It  will  be  necessary  to  gather  for  the  meeting  "experts"  in  all 
the  fields  that  we  can  think  of  that  could  possibly  need  to  be  there  to  provide  an- 
swers to  their  questions. 


MICHAEL  S  DUKAKIS 

GOVERNOR 


THE  COMMOfVWEALTH  OF  MASSACHUSETTS 

EXECUTIVE  DEPARTMENT 

d  C  6C/  i«K 
cRawinG"**'  MASS  01701-0317 


.(.ft**, 


TO         :       BUZZ  HAUSNER 
BOB  HALLISEY 

RON    VARLEY  ^     /  i 

JUDY    KA2UNAS  V 

FROM    :      ACTING    DIRECTOR    JOHN    L .    LOVER I NG        Lu  ■ l  v 

IN    RE:      ATTACHED   LETTER    FROM    WELLESLEY  SELECTMEN' 

DATE    :      JUNE   29,  1988 


Please   give   me   as   soon   as   possioie   your  recommendations 
on   how   you    feel    this    letter   should    be   answered.      Keep    in  mine 
that  we   are   still    in   Phase   I   of   the   "FeasiDility  Stuoy" 
process . 


cc:      Assistant   Secretary   Peter   W.    Acnes,  Jr. 
Director   Robert   J.  Boulay 


'own  or  Wci-LEBI-EY 


(3 


BO^RC  OF  SELECTMEN 


i.'l  C1-.6' 


THEODORE  F.  PARKER.  CHAIRMAN 
SARA  L  JOHNSON.  VICE  CHAIRMAN 
FELIX  JULIA'-':.  SECRETARY 


DAVID  J 
F  ATRiCI' 


THOMAS 
EXECUTIVE  SE~  =  : 


Cc 

Depury  Direcccr 

Ksssachuse~~s  Civil  Defense  Agency  Lr.e  lii.ce  cf  Ir.erger.ry 

Preparedness 

400  Worces-er  Read 

P.O.   Bex  14  9  6 

Frarr-inghar.,   MA  01701-0317 


Dear  Mr.  levering: 


v:i~h     defir.ice  assurances  cf  public  safecy  and  specific  answers 
"c  cuescicr.s  v.'bicb  are  cf  concern  co  us  cn  behalf  cf  cur 
ci~ icens . 


THE  COMMONWEALTH  OF  MASSACHUSETTS 

EXECUTIVE  DEPA  f 'ME  NT 


t 


«(*  wORCESTf  *  *OAl, 
FRawinGhaW  MASS  OiTCl-0317 


MICHAEL  S  DUKAKIS 


F)OU.  A  » 


GOVERNOR 


April   22.  1988 


U.RtCIO1- 


Dear 


7vs  you  may  be  aware,    the  Wellesley  DPW  facility   is  under 
consideration  and  a  feasibility  study  is  underway,    for  its 
possible  use  as  a  Reception  Center  for  people  from  Duxbury  and 
Marshfield  who  would  have   left   those  towns   in  the  event  of  an 
accident  at   the  Pilgrim  Nuclear  Power  Plant   in  Plymouth.  These 
towns  are  some  distance  from  the  plant,    but  ace  still  wi  •  hi n 
the  plant's  ten  mile  Emergency  Planning  Zone  (EPZ). 

The  protective  action  after  a  serious  problem  occurs  at  a 
nuclear  power  plant   is   taking  shelter   in  homes  or  public 
buildings.      If  the  problem  is  not  corrected,    those  people 
nearest  the  plant  could  be  evacuated.     Depending  on  the 
impending  situation,    people  living  in  areas  out  to  ten  miles 
beyond  the  plant  might  be  relocated  as  a  precautionary  measure 
prior  to  the  arrival  of  any  radiation  in  their  area.     If  this 
study  is  approved,   people  from  Duxbury  and  Marshfield  would  be 
advised  that  a  Reception  Center  has  been  established  for  them 
in  Wellesley.     Reception  Centers  for  people  who  live  closer  to 
the  plant  will  already  have  been  established. 

At  the  Reception  Center  people  are  registered  and 
monitored  for  possible  contamination,   provided  showering 
facilities  and  clean  clothes,    if  necessary,   and  assigned 
shelter  space  in  other  buildings  if  they  wish. 

To  register  and  assign  up  to  6.700  people,    and  direct  more 
than  2,400  vehicles  over  a  period  of  up  to  twelve  hours 
reguires  coordination  and  assistance  from  many  people.  That 
subject  is  the  purpose  of  this  letter.     We  fully  realize  that 
in  a  declared   "State  of  Emergency"   by  the  Governor,   each  of  us 
could  be  reguired  to  carry  out  certain  emergency  tasks.  We 
would  like  to  have  Wellesley  State  DPW  Facility  employees  who 
may  become  part  of  such  an  emergency  situation,   volunteer  their 
services  and  become  trained  in  specific  duties. 

Now  to  explain  the  tasks  for  which  we  need  your  help: 

First,    if  this  plan  is  approved  the  Wellesley  DPW  Facility 
would  undergo  a  general  upgrading  inside  and  out.     Things  like 
paved  areas,   fences,    showers,   cafeteria,   and  communications 
would  be  renovated,    increased,    or   improved.     Your  help  in 
coordinating  this  work  to  reduce  interference  with  your  usual 
tasks  would  be  needed. 


-  1  - 


Secondly,    if   and  when  the  DPW  building  were  ever  activated 
as  a  Reception  Center,    people  would  be  needed   to  open  the 
building,    set   up  registration  tables,    activate  and  run 
communications,    direct   vehicles   to   the  proper   packing  areas, 
help   incoming  people  fill  out   forms,    and   perform  a   variety  of 
other  coordination  tasks.     People  to  pass  out  directions  to 
shelters  and  answer  quest,  ions  about    the  situation  would   he  also 
be  needed . 

Finally,    people  familiar  with  the  Wellesley  DPW  set   up  may 
be  needed   to   review  the  I'lans  of    the  state  agencies   that  will 
be  involved   in  the  kee<rpi  ion  Center  ma  nag*1  men  t   such  as  Uie 
State  Police  for   traffic  control.    Department   of  Mental  Health 
for   crisis  counseling.    Public  Health  for  monitoring,  and 
National  Guard  for  decontamination  if  necessary.     You.  the 
people  at  the  Wellesley  DPW,    know  better  than  anyone  how  all  of 
the  previously  described  functions  could  best  mesh  together  at 
your  facility. 

Please  call  Judy  Kazunas,    the  state  coordinator   for  this 
project,    at  020-2000   if   you  wish  to  volunteer   for   training  and 
active  involvement  in  this  project.     You  may  volunteer   for  a 
particular   job,    or  offer  your  services   in  whatever  area  they 
may  be  determined  to  be  most  useful. 

We  have  identified  a  need,    and  trust  that  state  employees 
will  again  come  forward  as  we  have  in  the  past  to  meet  that 
need . 


Office  of  Emergency  Preparedness 


cc:     John  Gallagher,  Maintenance  Engineer,   Mass.  DPW 
Kenneth  Barry,   Director  of  Safety,  Mass.  DPW 
John  Sullivan,   Supt.   of  Shops  &  Equipment,   Wellesley  DPW 
Ken  Ross,   Asst.    Supt..    of   Shops  S.  Equipment,   Wellesley  DPW 
Fred  Iarrobino,   Equip,   and  Comm.  Engineer,  Wellesley  DPW 
Gino  Bastanza,   Research  &  Materials  Engineer,   Wellesley  DPW 
Philip  Fagone,   Procedures  &  Records  Engineer,  Wellesley  DPW 

Peter  W.   Agnes,   Jr.,   Assistant  Secretary  of  Public  Safety 

John  L.   Lovering,  Deputy  Director,  MCDA 

Douglas  Forbes.   Senior  Director  of  Planning,  MCDA 

Buzz  Hausner,   Director  NSEP  Program,  MCDA 

Edward  Fratto,   Assistant  Director  NSEP  Program,  MCDA 

Judy  Kazunas,   Planner.  MCDA 

Al  Slaney,    Planner.  MCDA 
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MICHAEL  S  DUKAKIS 
GOVERNOR 


THE  COMMONWEALTH  OF  MASSACHUSETTS 
EXECUTIVE  DEPAPTMENT 

p  G  80/  '*9t 
PRaminGham  MASS  01701-0317 


May  4.  1988 


ROBEPT J  6 


As  you  may  realize,    over  a  month  has  elapsed   since  the  meeting 
you  attended  at  MCDA  Headquarters   in  Framingham  to  discuss  the 
feasibility  of  using  the  DPW  Facility  in  Wellesley  as  a  Reception 
Center  for  evacuees  from  the  Pilgrim  Station  EPZ.     As  was  explained 
this  facility,    if   approved,   would   be  staffed  and   operated   by  State 
Agencies  including  the  one  which  you  represent.     A  document  was 
distributed  entitled   "State  DPW  Facility,   Wellesley  -  Feasibility 
Study  Tasking."     At   that   time  you  were   requested   to   review  the  list 
of   tasks  which,    pending  your   input,    approval,    and   agreement,  would 
be  assigned  to  your  Agency.     We  asked  that  you  go  over   these  tasks 
with  your  colleagues,   discuss   the  pros  and  cons  of  each,  and 
consider  which  you  believed  were  feasible  and  which  were  not  and 
why.     We  also  asked  that  you  provide  us  with  your  expertise 
regarding  what  additional  tasks  you  could  perform,   and  what 
manpower,   facility,   equipment,    and  training  resources  you  would 
require . 

As  this  is  a  complex  project  and  requires  a  great  deal  of 
coordination  among  many  people  and  organizations,    it  would  be  of 
great  help  if  you  could  provide  the  information  outlined  above  as 
soon  as  possible.     You  may  convey  this   information  to  the 
Massachusetts  Civil  Defense  Agency  in  the  form  of  a   letter  to  the 
project  coordinator,  Ms.   Judith  Kazunas  at  the  above  address  with 
copies  to  Mr.   John  Lovering,   Deputy  Director. 

It  is  also  necessary  that  we  meet  as  a  group  again,    soon,  to 
answer  questions  and  discuss   issues  that  have  surfaced  since  our 
last  meeting.     So  please  make  arrangements  to  attend  a  meeting  in 
the  Conference  Room  of   the  Wellesley  DPW  Facility  on  Wednesday, 
June  1.    1988  at   10:00  am. 

I  know  I  can  count  on  your  support,   and  I  thank  you  for  your 
attention  to  these  matters. 


cc:     John  L.   Lovering,   Deputy  Director 

Douglas  P.   Forbes,   Director  of  Planning 
3uzz  Hausner,   Director  NSEPP 
Edward  Fratto,   Assistant  Director  NSEPP 
Judith  Kazunas,    Regional  Planner  III 


MAftSACMutcrrt 


50  Oaklnnd  Street,  W  e  M  e  n  e  »  Hillti    M  *  i.  %  t.  c  1 1 U  •*  1 1  »  0  i  1  H  1  •  I  6  1  7    2j>-'  1  ( 


BAY 

COMMUNITY 
COLLEGE  , 


OMici  o'  t  h  *•  Preside  nt 


May  16,  1968 


Mr.    Robert  J.    Sou  lay.  Director 

Massachusetts  Civil  Defense  Agency 

P.O.   Box  1496 

400  Worcester  Road 

Framingham,   MA  01701 

Dear  Mr.  Boulay: 

It  is  the  understanding  of  Massachusetts  Bay  Community  College 
officials  that  a  portion  of  the  property  of  the  College, 
specifically  the  student  parking  lot  on  Oakland  Street,  Wellesley, 
may  be  needed  for  use  during  activities  that  would  be  associatec 
with  an  evacuation  of  residents  from  the  area  around  Plymouth 
should  an  accident  occur  at  Pilgrim  Station.     We  understand  that 
this  parking  lot  would  be  used  to  accommodate  the  non-contaminated 
cars  for  which  there  was  no  space  at  the  State  DPW  Facility 
(Reception  Center)  at  Rtes.    9  and  128  in  Wellesley. 

We  further  understand  that  it  would  be  our  task  to  clear  this  let 
of  vehicles  as  soon  as  possible  after  notification  that  an 
evacuation  from  the  Plymouth  area  is  about  tc,    or  has  taken  place. 
Further,   we  should  provide  a  representative  of  Massachusetts  3ay 
Community  College  to  be  present  to  oversee  the  general  security 
and  welfare  of  the  facility  and  grounds  during  the  activity 
connected  with  the  parking  of  the  cars. 

We  also  understand  that  Massachusetts  Bay  Community  College  as  an 
institution  as  well  as  all  employees  of  MBCC  are  protected  against 
legal  liability  and/or  costs  which  might  be  incurred  in  the  use  cf 
the  facility  and  grounds  including  any  injuries  or  damages.  These 
protections  are  provided  by  the  Price-Anderson  Act  and  Chapter  639 
of  the  Civil  Defense  Acts  of  1950  as  amended. 


Providing  On  do  rt  u  n  1 1  le  s  for  Excellence 


I   would   like   to  state  that  Massachusetts  Bay  Community  College 
pleased   to  assist   in  enhancing  the  public  safety  of   the  pecple 
Massachusetts  and  agrees  to   the   terms  of   this   request.      We  will 
therefore,   make  the  student  parking  lot   available,    have   it  cl*a 
to  the  best  of  our  ability   if  and  when  needed   in  case  of  an 
evacuation  from  the  Plymouth  area,    provide   a  staff  member   to  be 
present  during  the  associated  activity,    and   assist   in   any  other 
way  poss ib le . 

Sine  e  j-o  1  y  , 


Roger  A.   Van  Winkle 
President 

RAVW : jg 

cc:     Mr.   John  L.  Lovering 
Deputy  Director 

„  Ms.   Judith  Kazunas 
Planner 


MICHAEL  S  DUKAKIS 

GOVERNOR 


THE  COMMONWEALTH  OF  MASSACHUSETTS 

EXECUTIVE  DEPARTMENT 

CIVIL  DEFENSE  AGENCY  AND  OFFICE  OF  EMERGENCY  PREPAREDNESS 
400  WORCESTER  ROAD 
P  O  BOX  I4M 
FRaminGham  MASS  01701 


v   ? 


R06ERT  J  BOUL.AY 

OiREClOR 


Date : 


This  telecopy  consists  of   < 


pages    (not   including  this  sheet) 


It  is  being  sent  to: 


From : 


7  ^-^v 


"2,  6/ ,V  < 


at  MCDA  Framingham.    -If  you  have  any  questions  or  problems, 


please  contact  Steve 


(617)  820-2021 


We  have  the  following  telecopy  machine 


Panafax  UF-400    (automatic)   (617)  820-2030 


Thank  You 


MEMORANDUM 


,   „_      .  DATE:       May  17,  ]988 

TO:  Deb  Foutch,  DECo  Planner 


FROM-       Judith  Kazunas,  MCDA  Reg .  \PWnner  III     SUBJECT :  MBCC  Letter  of  Agreement 


Attached  is  a  copy  of  the  letter  of  acjrociirjrit  from  the  president  of 
the  Massachusetts  bay  Con  muni ty  College  stating  that  they  agree  to  allow  the 
use  of  their  parking  lot  for  overflow  parking  in  the  case  of  the  activation 
of  the  We lies ley  DPW  as  Reception  Center  for  evacuees  from  the  Plymouth  EPZ. 


THE  COMMONWEALTH  OF  MASSACHUSETTS 

EXECUTIVE  DEPARTMENT 

CIVIL  DEFENSE  aGEnCT  anO  OF  FiCE  OF  EMERGENCY  Phf  pake  OnS  SS 
400  WORCESTER  ROAD 
P  0  BOX  !4tt> 
FRAMINOHAM.  MASS  01701-Q317 


V  " — * 


MICHAEL  S.  DUKAKIS 
GOVERNOR 


R06EH1  J  bCJ 

D'RECTOR 


Gary  Egan  ,   Cxccut  i  vc   ■  1 1  ...-v  •.  •  -i 
Criminal  Justict  Training  CenLei 
1155  Central  Ave. 
Needham,   MA  C^92 

Dear  Mr 

Previously,  the  Assistant  Secretary  of  Public  Safety,   Peter  Agnes,  and 
planners  from  Boston  Edison   Jompany  spoke  with  you  about  using  the  Criminal 
Justice  Training  Center  as  a  host  facility  for  Duxbury  and  Marshfield  school 
students  in  the  event  of  an  emergency  at  the  Pilgrim  Nuclear  Power  Station. 
The  purpose  of  this  letter  is  to  provide  you  with  further  information  and 
clarify  the  function  of  a  host  facility. 

The  pumose  of  a  host  facility  is  to  provide  a  location  outside  the  emer- 
gency planning  zone  to  receive  a  specific  population  group.     In  this  case,  it 
would  involve  providing  a  location  where  approximately  3,900  students  and  600 
staff  members  from  Duxbury  and  Marshfield  schools  and  day  care  centers  coul 5 
be  transferred  as  a  precautionary  measure  in  the  event  of  an  emergency  at  the 
Pilgrim  Nuclear  Power  Station.     During  the  summer  months,   the  host  facility 
would  serve  as  the  relocation  point  for  approximately  600  children  and  staff 
members  at  day  camps  located  in  the  town  of  Duxbury. 

If  an  emergency  at  the  Pilgrim  Nuclear  Power  Station  necessitates  a  pre- 
cautionary transfer  of  students  and  staff,  busses  will  be  provided  to  transport 
all  students  and  staff  members  to  the  host  facility.     School  staff  members  will 
remain  with  students  until  parental  pickup  is  completed,   or  until  8:00  p.m. 
when  remaining  students  will  be  turned  over  to  the  care  of  American  Red  Cross 
personnel  at  a  Mass  care  shelter.     If  an  emergency  escalates  quickly  and  an 
evacuation  protective  action  is  recommended  prior  to  the  departure  of  the  busses 
for  the  host  facility,  students  and  staff  will  be  transported  to  the  reception 
center  for  contamination  monitoring  prior  to  going  to  the  host  facility. 

In  order  to  facilitate  the  operations  described  above,   it  would  be  neces- 
sary to  cancel  normal  activities  at  the  Criminal  Justice  Training  Center  to 
acccmodate  school  students  and  staff  from  Duxbury  and  Marshfield.     School  staff 
will  be  responsible  for  the  care  and  tracking  of  the  students.    It  would  be 
necessary,  however,   for  a  minimal  number  of  staff  from  the  Criminal  Justice 
Training  Center  to  be  available  at  the  facility  to  receive  students  and  staff, 
communicate  information  to  the  appropriate  emergency  operations  centers  and 
respond  to  requests  from  school  staff.     Operations  at  the  host  facility  could 
continue  for  several  hours.     Operations  will  be  terminated  at  8:00  p.m.  when 
all  remaining  students  will  be  turned  over  to  the  care  cf  American  Red  Cress 
personnel.     Officers  from  the  Massachusetts  State  Police,   Troop  A,  will  be 
assigned  to  the  facility  to  ensure  orderly  operations  during  paren 
cf  children. 


I  I* 


In  addition  to  using  the  Criminal  Justice  Training  Center  as  a  host  facil- 
ity, planners  from  the  Massachusetts  Civil  Defense  Agency  and  Boston  Edison 
Company  would  ]i):e  to  difcruf.fi  with  you  the  pos-  s  iLi'l  i  t  y  of  usinq  the  facility 
as  a  Mass  care   shelter.     As  a  .'iasa  taic   ahteltei  ,    the   laCilily   «ou.»>_i  t  , 

provide  lodging  and  care  for  evacuees  from  Duxbury  and  Marshfield.  American 
Red  Cross  personnel  a;  e  responsible  foi  manaqi ng  and  operating  r-'.ass  care  shelte 
therefore,  it  would  be  nf-cessary  :'r-r  only  minimal  staff  from  the  Criminal  ,iustj 
Training  Ceut.i  :  u.  i«-  >.-■  iti.i:  m-  J  •  ..  :.  •  :  •  .  •  :  .  .  •  ,  -  '  •  •  .  -'.«  J '  •  :  I 
and  provide  limited  assistance  to  the  American  he.i  Cross .  Vi*e  numo<_r  ui  pei^cn 
that  could  be  sheltered  at  the  facility  would  be  determined  by  the  American  hed 
cross  following  an  assessment  of  the  facility  by  their  personnel. 

I  hope  the  above  information  has  adequately  answered  any  questions  yoti  mcy 
have  had  about  this  matter.     Ms.   Kuzunas,   the  piujeet  (.ooriinatoi    ..ill   I  u  con- 
tacting you  within  the  next  week  to  discuss  the  possibility  of  using  the  Criuun 
Justice  Training  Center  as  a  .'lass  care  shelter.     if  you  have  any  quest  ions  pi  io 
to  that  time,  please  do  not  hesitate  to  contact  Ms.   Kazunns  at  hj'/-s>. '. '_.  ...t..  c 
200C. 

Thank  ycu  for  your  cooperation. 


RJB/ caf 

cc :     John  L.   Lovering,  Deputy  Director 

Douglas  P.  Forbes,  Director  of  Planning 
Buzz  Hausner,  Director,  NSEPP 
Edward  Fratto,   Asst.   Director,  NSEPP 
Judith  Kazunas ,   Regional  Planner  III 


!  0> 


Michael  S.  Dukakis 
Charles  V.  Barry 

Sccrrtory 


O  or/ lS?ioszu^3^/v 


July   1,  1988 


David  E.    Drum,  M.D. 

5   Falmouth  Road 

We  lies  ley,   MA     0  21  SI 

Dear  Dr .    Drum : 


Co 


Thank  you  for  your  letter  dated  June  5,   1988,  offering 
support  for  the  use  of  the  Wellesley  D.P.W.   facility  as  a 
reception  center  for  the  Pilgrim  Nuclear  Power  Plant. 

I  will   inform  our  planning  staff  of  your  interest  and 
support  and   suggest  that   they  contact  you  directly. 


/sTnce  reh  y , 


/R^rer  W.   Agnes,   Jr./    /  , 
Assistant  Sec  ret  airy 
of  Public  Safety 


PWA/cas 

cc  :     Robert  J.   Boulay,   Director,  MCDA/OEP 

John  Levering,   Deputy  Director,  MCDA/OEP 
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A  meeting  was  held  this  morning  with  Dr.  David  DTunr;  Hcau  i\adxdugiciaj 
Services  Dept.  at  Brigham     and  Women's  Hospital  in  Boston.  The  purpose  of  the 
meeting  was  to  give  those  present  an  opportunity  to  discuss  with  Dr.  Drum  u .i  9 
ideas  concerning  the  Wellesley  DPW  Reception  Center  Pre ~ect . 

Present:  Dr.  David  Drum,  ko.oert  J.  Boulay,  Dir.  MCDA,  John  L.  Levering/  Deputy 
Dir.,  MCDA,  Buzz  Hausner,  Dir.  NSEP  Program,  Judith  Kazunas  Regional  Planner. 


The  matter  of  local  concern  over  the  possible  designation  of  the  Wellesley  sit 
was  discussed,  and  Dr.  Drum  stated  that  he,  personally,  felt  that  the  Wellesley 
site  was  a  perfectly  reasonable  choice  for  a  Reception  Center  for  Pilgrim  I. 
He  pointed  out  that  there  is  something  of  a  perception  problem  regarding  ;<fucii  ar 
Power  dangers  and  that  he  would  be  more  than  happy  to  spcoy.  with  Wellesley  town 
officials  (whom  he  knows,  as  he  is  a  resident  of  Wellesley)  ,ar;d  attempt  to  addrc 
their  concerns  and  set  some  of  their  fears  to  rest.    He  also  stated  that  he-  woul 
be  willing  to  provide  space  in  his  driveway  for  contaminated  cars. 

Dr.  Drum  has  had  seme  experience  in  these  matters,  both  in  his  job  as  head  of 
Radiological  Services  at  Brigham  and  Women's  hospital,  and  also  as  an  evaluator 
at    EPZ  hospitals  durinq  Nuclear  Power  Plant  drills. 
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Duxbury  board  rejects 
evacuation  to  WeElesEey 


By  Lucy  Hani  man 

DTJX3URY  —  Wellesley  ia 
unacceptable  to  the  town  as  a  re- 
ception site  in  the  event  of  &  nu- 
clear accident  at  thu  Pilgrim  nu- 
clear power  plant  In  Plymouth,  se- 
lectmen said  Tuesday. 

In  addition,  eelectmen  said,  so 
many  people  axe  upset  about  the 
proposed  re-opening  of  Pilgrim 
this  summer  and  the  "poor  man» 
element  practices  of  its  owner, 
Botrtcn  Edison,"  they  are  consider- 
ing  a  class-action  lawsuit. 

To  that  end,  the  board  voted 
unanimously  to  inform  state-  Civil 
Defense  officials  that  it  could  not 
endorse  a  pian  to  evacuate  the 
town  to  the  Welleciey  site  under 
any  conditions.  The  board  cited 
the  objections  of  two  town  nuclear 
committees  and  department  heads 
that  Wellesley  was  too  far  to  travel 
and  that  problems  alone  the  40- 
mile  route  would  Just  "aggravate  a 
bed  situation." 

"And  if  a  plan  la  impossible,  as 
we  think  it  ia,  we  ore  considering 
the  possibility  cf  a  class-action 
lawsuit  for  endangering  the  health 
and  safety  of  the  town's  citizens," 
Judith  Hall  of  River  Lane  said. 

At  this  time,  the  town  is  without 
any  type  of  evacuation  plan.  Se- 
lectmen voted  two  years  ago  that 
the  plan  that  was  in  place  was  "un>  - 
workable."  Since  then,  the  Radio- 
logical Emergency  Response  Plan  - 
Study  Committee  has  been  at- 
tempting to  review  a  new  plan  pro- 
vided by  Boston  Edison  and  state 
Civil  Defease. 

Tae  RERPSC,  along  with  the 
Nuclear  Affairs  Committee,  fire 
and  police  chiefs,  Department  of 
Public  Works  director  and  super- 
intendent  of  schools,  met  with  the 
board  Tuesday  to  present  an  up- 
date and  prcgresr  report  on  emer- 


gency preparedness. 

Selectman  Chairman  Pat  Do^-d 
edrnoaULed  a  crowd  Of  nearly  £0 
people  who  attended  the  meeting 
to  speak  only  if  the  issue  con- 
cerned the  profres*  of  the  evscui- 
tion  plan,  but  stv^rvl  people 
shouted  that  the  board  was  not 
being  realistic  In  its  decision-mak- 
ing at  it  concerned  moving  nearly 
15,000  people  from  town  in  the 
event  of  a  real  emergency  at  the 
plant. 

Others  present  wanted  to  dis- 
cuss personal  concerns  about  Bos- 
ton Edison,  the  Nuclear  Regula- 
tory Commission  and  the  Federal ' 
Emergency  Management  Agency, 
but  Mrs.  Dowd  reminded  them  the 
meeting  was  called  to  discuss  pro- 
gress on  the  plan,  and  was  not  a 
forum  for  anti-nuclear  statement*.  . 

"Why  don't  you  just  stop  having 
these  department  heads  waste  the 
town's  money  by  letting  them 
admit  that  no  plan  is  workable," 
said  Tom  Vauttn  of  Pond  Road. 
"The  department  heads'  valuable 
time  is  being  wasted  with  all  of 
this  letter  writing  and  planning  for 
something  that  can't  be  planned 
for.  And  why  can't  the  board  Just 
admit  itself  that  it  won't  work?" 

Dowd  said  all  the  town's  objec- 
tions to  the  plant's  operations 
should  be  in  writing  to  show  Dux- 


bury  residents  are  in  agreement. 

Demands  from  the  audience  that 
the  town  simply  withhold  an 
evacuation  plan  to  force  Pilgrim  to 
rernaiu  clo&od  were  also  "nut  in 
th«  beet  interest  of  the  town." 

"We  timply  don't  have  the  op- 
tion to  withhold  and  prevent  the 
re-cpening,"  Selectman  David  Vo- 
gler  sold.  "In  any  case,  we  need  a 
plan  because  cf  spent  fuel  rods 
stored  at  the  Pilgrim  site.  There  is 
no  getting  around  It." 

Kate  O'Brien  of  the  Nuclear  Af- 
fairs Committer*,  said  the  constant 
Objections  to  the  re-start  of  Pil- 
grim and  other  facats  of  the  plan 
that  have  com©  along  are  best  put 
in  writing  by  the  board  is  often  as 
issues  come  up. 

'"•"If,  unfortunately,  the  route  we 
must  follow  is  a  close-action  suit, 
the  objections  in  writing  will  help 
us,"  she  said.  "They  would  actu- 
ally be  the  basis  of  the  suit  be- 
cause we  can  prove  that  w«  have 
fought  them  every  step  of  the 
way." 

Civil  Defense  Director  Carl  C- 
Neil  said  the  acceptance  cf  a  work- 
able evacuation  plan  is  "very  far 
off  and  will  be  presented  to  select- 
men as  the  beet  that  can  be  offered 
with  what  resources  department 
managers  have  to  work  with." 
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4J  r;  pciicnt  lu  S4.f»0(J  (or  the 
1988-1989  school  year.  The  rate  in- 
cludes heat  and  utilities.  Gerhart 
told  the  School  Committee  it  could 
set  the  1989  rate  at  the  same  time 
which  would  be  $5,000  as  he  had 
recommended  hack  in  1986. 

Gerhart  said  he  fell  the  pio- 
posed  increase  was  reasonable, 
that  bdsic  cuals  were  incredbing 
and  thai  the  town  was  spending  a 
considerable  amount  of  money  to 
remove  lead  paint  irum  the  School. 
He  did  note  that  leasing  of  the 
rooms  was  a  cost  effective  way  of 
keeping  the  building  open. 

Vice  Chairman  Joseph  Kennedy, 
who  chaired  the  meeting  in  the  ab- 
sense  of  Chairman  Linda  Santry, 
said  there  had  to  be  some  increase 
in  the  rate,  but  added  that  having 
the  tenants  was  a  security  advan- 
tage and  that  some  of  the  pre- 
schools  had  accepted  Special 
Education  students  with  special 
needs,  at  a  considerable  savings  to 
the  town. 

Susan  Johnson  of  Sunshine  Day- 
care said  she  would  like  to  see 
some  improvements  made,  such  as 
screens  for  classroom  windows. 
Ramona  Nichols  of  Magic  Touch 
Nursery  School  pointed  out  that 
the  restrooms  needed  painting 
badly.  Both  said  that  they  would 
again  have  to  raise  tuitition  rates 
to  meet  any  increase  in  the  lease 
price.  The  committee  took  the 
recommendations  of  the  superin- 
tendent under  advisement. 

The  superintendent  presented 
three  requests  from  parents  for 
tutitioning-in  students.  The  School 
Committee  reviewed  the  requests 
for  Matthew  Ledin  of  Sudbury, 
grade  12,  at  a  rate  of  S3, 694, 
Carrie  Riggle  of  Wareham,  grade 
one,  at  S2.884,  and  Harry  D.  Ra- 
leigh III  of  Brockton,  kindergarten, 
at  51,360.  Ledin  would  be  return- 
ing to  graduate  with  his  former 
classmates,  Mrs.  Riggle  works  at 
the  READS  Academy  at  the  Spring 
Street  School,  and  the  Raieigh's 
are  planning  a  future  return  to 
West  Bridgewater. 

The  School  Committee  will  act 
on  the  requests  at  its  next  meet- 
ing. 


Committee  member  Paul 
.te  was  bl so  recognised  fur 
....  lime  and  work  put  in  aa  a 
member  of  the  Regional  School 
District  Planning  Board 

Wellesley  reception  site 
selected  tor  evacuation 
of  local  residents 

PLYMOUTH  —  Assistant  Secre- 
tary of  Public  Safety  Peter  Agnes 
said  Monday  that  the  stale  has 
designated  a  third  reception  center 
that  will  assist  up  to  7,000  people 
in  the  event  of  an  accident  at  the 
Pilgrim  Nuclear  power  station. 

The  new  center  is  located  in 
Wellesley  at  the  intersection  of 
Rles.  9  and  128,  at  a  stale  Depart- 
ment Public  Works  facility  and 
will  primarily  serve  residents  liv- 
ing in  Marshfield,  Duxbury,  and 
parts  of  Plymouth. 

"We  finally  settled  on  the 
Wellesley  site  because  of  its  acces- 
sibility from  the  main  roads  and 
the  fact  that  it  is  a  state  location 
which  we  have  control  of,"  said 
Agnes. 

The  need  for  a  third  reception 
center  was  raised  by  the  Executive 
Office  of  Public  Safety  following 
the  department's  review  of  Pil- 
grim's Raidiological  Emergency 
Response  Plans  in  December  1986. 

In  those  plans  reception  centers 
were  designated  at  Taunton  State 
Hospital,  Bridgewater  State  Col- 
lege, and  the  Hanover  Mall.  The 
state,  however,  refused  to  accept 
the  Hannover  Mall  center,  because 
it  was  no  longer  available,  and  em- 
barked on  a  search  for  a  third  site. 

Both  the  Taunton  and  the 
Bridgewater  sites  are  undergoing 
extensive  renovations  to  upgrade 
their  application  as  reception  cen- 
ters. 

Agnes  said  that  state  and  local 
officials,  working  in  conjunction 
with  Boston  Edison,  will  perform  a 
feasibility  study  on  the  new  site. 

"Although  we  have  designated 
the  site  we  still  have  to  be  assured 
that  all  the  various  things  you  ex- 
pect to  do  at  a  reception  center 
can  in  fact  take  place  there,"  said 
Agnes. 

A  reception  center,  said  Agnes, 
will  be  used  as  an  information  and 
decontamination  center  in  the 
event  of  a  nuclear  accident. 

The  cost  of  preparing  the  site  as 
a  reception  center  will  be  picked 
up  by  Boston  Edison. 
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hail  added,  "w^ol  tiic  Weheaies  board  of  selectmen. 
Boston  Edison  pushing  to  re- could  handle  128  "  said  local  residents  have    a  lot  of 

ilart  the  Pilgrim  Nuclear  Power  The  state  police  would  also  stationnatural,  instinctive  reactions  to 
'Mant  in  Plymouth  by  summer's  end, troopers  at  the  Route  9  exit  off  128  tpnuelear  power  "  He  added  that,  "I 
a  nous  state  agencies  are  vigorously  direct  |wople  to  ll:t  relocation  venter  <-ul'  1  sa>  Ut  H«'-l,'>  excited  at«iut 
•>orkmg  on  a  feasibility  study  lo at  which  point,  the  plan  stales,  Na- becoming  a  host  community." 
ietermine  whether  W'ellesiey  could  t10nal  Guardsmen  and  public  health  The  chairman  reported  on  the 
..►st  victims  of  a  potential  nuclear  officials  would  decontaminate  andmeeting  to  Die  Hoard  of  Selectmen 
mergency.  provide   medical    services    for  Monday,  and  the  U>ard  agreed  lo 

State  Department  of  Public  Healthy „i nm   "If  tin:  i>  tn.ne  properi;,    «nu.M  «  tHlri  !••  \.u\t  im\  Iimii  >  tin- 
lucials  say   the   Massachusetts  satd.  bob  llalhsej  ui  the  i>cpiiriiiii'iiicuitcerii&  ui  Hie  iu*u. 
apartment  of  Public  Works  building  of  Public  Health,  "the  evacuation    "The  letter  will  l>e  directly  word- 
il  the  junction  of  Routes  12b  and  9  would  take  place  in  advance  of  u^d,"  Parker  said,  "and  uill  say  tiiat 
nay  be  an  ideal  spot  to  ship  some  radioactive  leak  "  we  have  several  questions  about  safe- 

>,7lW  residents  of  Duxbury  and  Mar-  The  state  Department  of  Mental  >>  l"  our  residents  and  the  readiness 
hfield  in  case  of  an  accident  at  the  Health  will  also  be  available  to  pio-of  the  plan  " 

'lymouth  reactor.  vide   psychological   counseling   lor    Selectman  David  Daly  stioke  for  the 

State  law  mandates  that  the  plant  those  traumatized  by  the  day  's  board  when  he  remarked,  "I  d  like  to 
:annot  go  back  on  line-  until  a  com-  events.  "We  will  be  on  call  24  hours  a  draft  a  letter  than  gives  ( the  stale  l  no 

rehensive  evacuation  plan  is  im-day  to  offer  crisis  counseling  and  encouragement  for  this  plan  what- 

lemented  for  all  residents  within  at  direct  people  to  Newtnn-Wdlesley  swivcr  until  Ihey  come  up  with  sonie 
^nule  radius  of  Pilgrim,  hospital  for  counseling,"  explained  answers." 

"Our  charge  is  to  find  a  way  to  Mary-Margaret  Moore  of  the  Depart-  Pat  Palmer  concurred  with  Daly, 
.ntigate  the  effects  of  a  large-scale  ment  of  Menial  Health.  saying,  "did  they  address  the  fact  that 

mergency  on  people,"  said  John  J.  *  *  ★  *  we  will  have  to  accommodate  2,5uo 

.^vering,  Deputy  Director  of  the  ,  "WE  WILL  PROVIDE  HELP  for  cars?  I  agree  that  we  should  write  a 
Massachusetts  Civil  Defense  Agency  them  not  because  they're  mentally  ill,  letter  with  David's  attitude."  In  the 

He  who  fails  to  plan,  plans  to  fail."  but  because  they're  stressed,"  Moore  interest  of  diplomacy,  Parker  will 
*  *  *  *  said.  She  added  that  the  state  would  write  the  letter,  and  bring  it  back  to 

THE  STATE  HAS  NOT  determined  not  have  people  staffing  the  actual  the  board  for  a  vote  next  week. 
Aer  tne  W'ellesiey  site  is  suitable  evacuation  center  "unless  we  are  re-    Parker   aiso   asked  Lovering 
-^^le  relocation  of  evacuees,  Lover-  quested  to  do  so." 
:.g  stressed.  "What  we're  trying  to    Once  the  evacuees  safely  arrive  in 

iitermine  now,"  he  told  a  joint  W'ellesiey,  their  automobiles  will  i>e 
.leeting  of  13  state  agencies  and  Well- tested  for  radioactivity  and  decon- 
■sley  officials  last  week,  "is  can  it  be  taminated  if  necessary.  These 
ione.  Are  we  capable  of  carrying  out  vehicles  will  then  be  stored  at  the  stu- 
iut  mission?"  dent  parking  lot  at  Massachusetts 

The  towns  of  Taunton  and  Bay  Community  College.  "We  have 
•  nagewater  have  already  been  nam-  agreed  in  principle  to  make  our  stu- 
a  as  "host  communities"  for  dent  lot  available  should  the  need 
esidents  living  in  the  "emergency  arise,"  state  John  Walsh  of  Mass  Bay. 
■ianning  zone"  around  the  Pilgrim  The  MBTA  would  then  provide 
eactor.  W'ellesiey,  Lovering  said,  will  buses  to  take  evacuees  to  shelters,  or 
.ot  be  an  actual  "host  community,"  to  Newton-Wellesley  Hospital,  if  fur- 
•ecause  state  workers  will  staff  the  ther  medical  assistance  is  needed. 
JPW  facility,  rather  than  local  Currently,  the  Red  Cross  is  examining 
personnel.  several  area  locations,  including  Bab- 

Lovenng  also  assured  the  town  that  son  College  and  W'ellesiey  College,  as 

our  choice  of  this  site  would  be  on  the  possible  shelters  for  evacuees, 
asis  of  its  minimal  impact  on  the    -This  is  a  big  job,"  quipped  Robert 
■ommunity."  Boulay,  Director  of  the  state  Civil 

Under  the  proposed  relocation  plan,  Defense  Agency.  "We  are  still  at  the 
■esidents  of  Duxbury  and  Marshiield,  feasibility  study  stage.  I  want  to  em- 
n  the  northern  sector  of  the  Pilgrim  phasize  that  fact.  Nothing  we  sav  to- 
jmergency  zone,  would  be  directed  to  day  indicates  to  me  that  this  facility 
ravel  up  Route  128  to  the  Wellesley  will  definitely  be  used." 
>PW  building  once  word  arrives  of  an  *  *  *  * 

spending  emergency  at  Pilgrim.         BOULAY  STRESSED  THAT  the 

Tjestate  police,  with  the  assistance  state  has  "just  begun  to  examine  the 

^pCivii  Air  ratrol,  would  provide  feasibility  of  this  (Wellesley  DPW  i  as 

n  orderly  now  of  traffic  from  the  a  reception  facility.  The  answer  mav 
'lymouth  Area  to  Wellesley.  Jim  Hall  be  that  we  can't  do  it  here.  We  mav 
■f  the  state  police  explained  that,  "In  have  tolook  elsewhere.  But  we  have  a 

worst-case  scenario,  which  would  be  responsibility  to  protect  the  lives  of 

-nng  rush  hour,  we  would  need  ex-  people." 

Theodore  .'Tonvi  Parker,  chairman 


wnr trier  u  ia  livve»sar)  to  i<i  i 
Pilgrim  plant  back  on  lint  "Ma 
looked  at  (he  option  of  disnia 
Pilgrim?"  Parker  asked  "Pi 
we  cari  ellliiliM<e  Hit  (ii'rd  '■ 
•  evacuation'  plan  allogenic! 

Lovering  responded  that  as  I" 
the  stai»-  I.js  pi.:::s  i"  put  I 
ttack  on  line  an  evacuation  i- 


ii.uiuiuic  iu  )<i  epul  e  4i  I  in  I'.ii...!  , 
He  stated  thai  if  (tie  feasibilll> 
shows  Wellesley  lo  be  a  Slllliil 
the  stale  will  hold  puluc  infurn 
meetings  for  Wellesley  resident 

Hut,  lowering  added,  "thai  i> 
fuiurc  We  siill  haven't  Uelri 
wliether  we  will  Oe  doing  llus  u; 

While  Lovering  said  ihis  v  < 
expects  In  make  recomniemlali 
the  siJc  l>>  iln-  end  ul  Jui\ .  i.- 
phasized  tus  department  is  no! 
any  pressure  lo  complete  (ht_- 
quickly 

"Tlie  re-start  program  does  i 
feet  us,"  he  staled  "The  only 
that  dictates  this  study  is  good  ; 
safety  planning.  We  re  not  suu 
into  this  by  anybody.  When  the  ; 
good,  it  will  be  implemented,  - 
before." 


WELCOME  SITE:  Says  Selectman  Chairman  Tonv 
Parker  about  the  idea  of  the  State  DPW  building  in 
Vielicsley  becoming  an  evacuation  site  in  case  of  a 

nuclear  accident  at  Pilgrim:  "I  can't  say  Wellesley  is 
excited  about  becoming  a  host  community." 

To* nMiistii  t:innu  i>\  luiid  Vtsrliozzj 
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THE  COMMONWEALTH  OF  MASSACHUSETTS 
EXECUTIVE  DEPARTMENT 

CIVIL  OEFENSE  AGE NC*  and  0»*iCt  Of  txfhufcNCr  P«E Pa H£ DnESS 
400  WORCESTER  ROAD 
P  O  BOX  )4B« 
FRAMINGmam  MASS  017OI-O3I7 


MICHAEL  S.  DUKAKIS 
GOVERNOR 


May 


l^bb 


ft  A 


HObcHT  j  bOo 

L/'HECIOR 


Director  of  Civil  Defense 
VJellesley  Fire  Dept. 
4S7  Worcester  St. 
Wellesley,  ma  02181 

Dear  Chief  Black  : 

I  am  writing  this  letter  in  regard  to  your  conversation  on  the  telephone  on 
Thursday,  April  2bth  with  .'3s.   I'.azunas,   the  coordinator  of  the  Welle-sley  i-  •  i  ]  - 
tion  Center  Feasibility  Dtuoy. 

One  of  the  components  that  needs  to  Le  identified  in  planning  for  the  proposed 
Wellesley  reception  center  is  shelter  space  for  up  to  6,700  people.  Obviously, 
a  number  of  buildings  in  the  area  will  have  to  be  inspected  and  evaluated  before 
scace  for  so  large  a  number  of  people  will  be  found.     Some  facilities  in  all 
surrounding  towns,  not  just  Wellesley,  are  being  inspected  and  considered  for 
shelters.     Shelter  space  is  used  only  to  house  evacuees,  and  is  in  no  way  re- 
lated to  the  procedures  which  take  place  beforehand  at  the  processing  facility 
(reception  center) . 


The  Red  Cross  is  the  agency  that  manages 
and  they  make  arrangements  for  providing 
and  other  basics ,  but  they  do  need  space 
institutions  and  organizations. 


shelters  in  a  disaster  or  emergency, 

personnel,   cots  and  blankets ,  food, 

to  be  offered  by  government  and  private 


The  agencies  which  are  cooperating  in  the  planning  effort  for  the  VJellesley  re- 
ception center  study  would  like  to  tour  Wellesley  and  Babson  Colleges  and 
evaluate  those  facilities  for  possible  use  as  congregate  care  shelters.  The 
team  that  would  inspect  the  buildings  consists  of  the  MCDA  project  coordinator, 
two  Boston  Edison  Company  planners,   and  a  Red  Cross  disaster  services  staff 
member.     The  features  and  resources  of  each  facility  would  be  checked  agair.st 
the  Red  Cress  evaluation  form.     If  the  team  found  that  either  or  bcth  facility 
met  the  Red  Cross  requirements  for  mass  care  shelters ,   the  officers  of  each 
college  would  be  asked  to  sign  an  agreement  with  the  Commonwealth  stating  that 
they  would  make  the  agreed  upon  areas  available  for  shelter  in  the  event  of  the 
reception  center  ever  being  activated. 

It  would  be  of  great  help  if  you  would  make  arrangements  with  the  officials  of 
'Wellesley  and  Babson  Colleges  for  the  coordinating  team  named  above  to  make  a 
shelter  evaluation  tour  of  both  of  these   facilities.     The  best  time   for  these 
tours  to  take  place  would  be  between  the  middle  and  end  of  May.     You  may  cor.tacr 
Ms.   Kazunas  to  coordinate  the  specific  days  and  times,   or  provide  her  with  the 
name  and  telephone  number  of  the  persons  at  VJellesley  and  Babson  that  she  could 
oersonallv  contact. 


% 
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Please  call  Ms.   Kazunas  if  you  have  any  ot':,er  specific  questions  or  concerns 
regarding  this  matter. 

I  i  ie   second  mattei  ....     ._..t  .  1  ..:  j  _...«...;.;  4  ;.a  I- 

of  reception  center  related  matters  that  would  ordinarily  foil  under  the  juris- 
diction of  the   '  1  oca!   Fire  Chief.'     *•.<?  was  e>rp]  a  i  n*»d  ,   ;f  the  We  1  1  « r  1 t  y  r<  c-rti'-n 
center  project    is   found   to  )*:    fuaS.iJ.dc   and  e*j<|  i  OVud  ,   all   ;       ;  I  j .  ,ns    [<*:    ;_:)  c:. 

I iO    £tu  tc    CUUli tC i  pul  t    I  ■  -    lli.:     i       >i  *     :  ,  n.    Liiiul  ,        J  ial  fa    i       L!l*S    |  u  i     i/l  i    <ii:  .  o    M(.iuJ  i    ;  -<-: 

responsible   for  managing  any  and  all   peiijheral   erne  rgonc  j  es    (fires,  hazmat 
spills,  other  disasters)  that  might  o^cui  simuJ  taneously  with  the  Pilgrim  :.TL 
evacuation,  and  that  would  affect  the  evacuation  and  relocation,  but  would  not 
be  directly  related  to  or  caused  by  it. 

Of  course,   this  would  be,   and  is  in   fact,   your  regular  job  as  town  Civil  Defense 
Director  and  Fire  Chief.     but    in  thi£  uniipju  and  unusual   situation,    1 1   j:.  nece.  - 
sary  to  ask  you  offici  ally  i  f  y  -u  wi/uld  a»ji  ec-  to  shoulder  Lhia  i  esp'»nsi  td  li  1 
as  you  are  a  local  and  ; i ^> t.  a  state  o ;  1  i  c  i  u  1 ,  u : > J  ul  j   ot  in.  i  coci d ma toj's   i  nvol  v<_  . 
in  the  interaction  of  this  reception  center  activity  would  be  state  employees. 
Please  consider  this  request,  and  contact  Ms.   Kazunas  if  you  iiave   further  ques- 
tions and  concerns  in  regard  to  it.     You  may  convey  your  answer  to  tne  .".as^ac;  j- 
setts  Civil  Defense  Agency  in  the  form  of  a  letter  to  me  with  copies  to  Mr.  John 
Lovering,   Deputy  Director,  and  Ms.  Kazunas. 

Thank  you  again  for  your  help. 

Sincerely , 


Director 

RJE/cf 

cc :     John  L.   Lovering,   Deputy  Director 

Douglas  P.  Forbes,  Director  of  Planning 
Buzz  Hausner,   Director,  KSEPP 
Edward  Fratto ,  Asst.   Director,  NSEPP 
Judith  Kazunas,   Regional  Planner  III 


IOW  N  Ob  VVELLfcSLE^  ^ 


RRF  DFP  \  RTMFN'T 

45"  vu  >RC  LSTLK  STkEET 
WELLtSLE^  ,  MASSACHUSETTS  02181 
Stephen  A.  Black 

cmiep  engineed  f  \irf-*c.r,v»c,i  o\*n  -  2?5  " 

BLSlNE.vS  —  2J>I>OJ 


TO  :   Judy   K;i  zuu.'J  s  ,    M.  C.  !>.  A, 

FROM       :   Chief  Stephen  Black 


Enclosed  are  copies  of  letters  sent  to  '.Vclleslcy  College,  Knhson 
College,  and  the  fc'c  1 J  ey  I'uMic  schools  asking  *o  evaluate  the 
facilities  for  pos<ii<le  u-.'.-  :}s  shelters. 
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Attachment 
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TOWN  OF  WELLE5LEY 

FIRE  DEPARTMENT 

£*"  WORCESTER  STREET 
WELLESLEY,  MASSACHUSETTS  021S1 


STEPHEN  A.  3LACK 


EMERGENCY  ONLY 

business  -  ::. 


Mr  .  je  s  se  Putney.,  .ice 
Babson  College 
Babson  Park ,   Ma .02: 


Dear  Jesse , 

As  "ou  mav  have  heard  or 


a  n  R  a  u ' 


a  a  i  ri  t  r.  e  pre 


ecavuee 


j  hi 


i n  t ne  event  or  a  nuclear  inciaen 


As  the  Director  of  Civil  Defense  in  Wellesley  I  have 
:o  make  contact  with  Wellesley  and  Babson  Colleges  in 
the  planning  team  may  survey  these  properties   for  pes 


era; 


is  my  understanding  from  Civil  Defense  that  any  S' 
used,   would  be  managed  by  the  Red  Cross  and  would 
a  r  t  e  r  evacees  had  been  j  ro  c  s  * ; s  d  at  ere  Sta~~ 


vou  woula  oe 


v o u r  :a; 


iiities  for  t 


tig     Lu    uctve  a 

his  outdo se  some  rim* 


me  as  soon  as  Dcssioie  to  worx  out  details  cz  a  tour 


v  n  i  ] 


nave  anv  Questions  on  this 


nanx  vou  ror  your  cocoertaion 


v  e  ry 


yours 
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THE  COMMONWEALTH  OF  MASSACHUSETTS 


EXECUTIVE  DEPAPTUEWT 


Civil  DEFENSE  >u(NC  «nO  OffiCl  O'  Ex»EfcOE~C*  **t  '••t'tt.Nlbi 

P  O  BOx  owe 
FHAMINGhau  UAS&  01701-O317 


1 

r. 


ROBERT  J  BOUiAY 


May  12,  1988 


Detective 


I  a 


til  Kellcy 


Deputy  Civil  Defense  Director 
Framingham  Police  Dept. 
80   Lin  i  c>rj   Ave  . 
FramiiivjJicim,  MA  ul7ul 

Dear  Detective  Kelloy: 

I  am  writing  to  you  in  reierence  to  your  cunvuisaLioii  on  the  telephone  oil 
Thursday,  Kay  12th  with  Ms.  Kazunas,  the  coordinator  of  the  Wellesley  de- 
ception Center  Feasibility  Study. 

Ms.   Kazunas  filled  you  in  on  the  background  of  this  project.     Let  me  explain 
what:  further  help  we  need  from  you: 

One  of  the  components  that  needs  to  be  identified  in  planning  for  the  pro- 
posed Wellesley  reception  center  is  shelter  space  for  6,700  or  more  people. 
Obviously,  a  number  of  buildings  in  the  area  will  have  to  be  inspected  and 
evaluated  before  space  for  so  large  a  number  of  people  will  be  found. 
Facilities  in  all  nearby  towns  are  being  inspected  and  considered  for  shel- 
ters.    Shelter  space  is  used  only  to  house  evacuees,  and  is  in  no  way  related 
to  the  procedures  which  take  place  beforehand  at  the  processing  facility 
(reception  center) . 

The  agencies  which  are  cooperating  in  the  planning  effort:  for  the  'Wellesley 
reception  center  study  would  like  to  tour  Framingham  North  High  School,  Keefe 
Tech.  School,  and  Walsh  Middle  School  and  evaluate  those  facilities  for 
possible  use  as  congregate  care  shelters.     The  team  that  would  inspect  the 
buildings  consists  of  the  MCDA  project  coordinator,   two  Boston  Edison  Company 
planners,   and  a  Red  Cross  disaster  services  staff  member.     The  features  and 
resources  of  each  facility  would  be  checked  against  the   Red  Cross  evaluation 
form.     If  the  team  found  that  any  or  all  of  these  facilities  met  the  Red  Cross 
requirements  for  mass  care  shelters ,   the  school  officials  would  be  asked  to 
sign  an- agreement  with  the  Commonwealth  stating  that  they  would  make  the 
agreed  upon  areas  available  for  shelter  in  the  event  the  reception  center  were 
ever  activated. 

It  would  be  of  great  help  if  you  would  make  arrangements  with  the  school  of- 
ficials  for  the  coordinating  team  named  above  to  make  a  shelter  evaluation 
tour  of  each  of  these  three  facilities.     The  best  time   for  these  tours  to 
take  place  is  between  the  third  week  in  May  and  the  third  week  in  June  as 


o 


access  to  public  school s  is  difficult  during  the  summer 

Iter  with  the  name  and  telephone  number  of  the  school  i- 
officials)   that  she  could  contact  directly. 


Thank  you  for  your  help 


Sincerely, 


rt  I'. 


:  u  rt:ci 


RJB/caf 

cc :     John  Lovering,   Deputy  Director 

Douglas  Forbes,  Director  of  Planning 
Buzz  Hausner,  Director  of  NSEPP 
Edward  Fratto ,   Asst.   Director  of  NSEPP 


MICHAEL  S  DUKAKIS 
GOVERNOR 


THE  COMMONWEALTH  OF  MASSACHUSETTS 

Civ  it  OfcFtNSc  tucNOi  *No  OK'icE  (j(  f-MEHGt'.^.v  P»e  (•*  Mfc  ONE  SS 
P  U  box  i4«, 

rbil>(IJ||t.i)/      Mi'*-      I     '  Tl*  I'M? 


/7  7 


.1' f »tf 


4  C  H  I 


ROBERT  j  EOULAr 

[nHECTI 


Dr .  Mary  a  j  ev  i !  ;soi ; ,  j  -  j  jiiCJ  j 
Newton  nort  h  High  Sriy/il 
3G0  Lowell  Ave. 
Newton,  Mass.  02159 

Dear  Dr.  Uivinson: 


I  would  like  to  tafce  this  oi  :  •  >rt  nni  t v  to  thank  vou  for  tl ic  hospital  it i-vA 


to  the  MCTft  P]ciu 


,1  (*i  < »ss  l)i  r...s; .  r 


lt\IVO(  tl! 

*.  j  V    J  /tl  i 


Edison  Co.  Planners,  aiiJi  tn<_-  !*uwLun  Civi  l  i> •_!»:.-><_•  Dii'uctof  t >n 
they  toured  the  Newton  North  High  School  to  evaluaLe  the  facility  for  possible 
use  as  an  eneracncv  shelter. 


Your  building  superintendent,  Mr.  Massauro,  was  very  helpful  and  cooperative 
in  showing  the  group  around  the  building  and  answering  questions. 

Attending  to  mitigation  and  planning  measures  beforehand  is  vital  in  the  success- 
ful management  of  emergencies  and  disasters  if  and  when  they  do  arise.  The  assis- 
tance given  us  by  you  and  your  staff  contributed  to  our  overall  emergency  plannn 
efforts.  This  evaluation  of  Newton  North  High  School  will  help  us  in  our  effort 
to  determine  the  number  of  shelter  spaces  that  potentially  exist  in  the  area. 

Thank  you  again  for  your  cooperation. 


Sincere! 


Jay  I.  V,7.  Moskow,  Newton  Civil  Defense  Director 

Michael  Massauro,  Supt.  of  3uilding  &  Grounds,  Newton  North  High 

John  L.  Levering,  Deputy  Director,  MCDA 
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THE  COMMONWEALTH  OF  MASSACHUSETTS 


ExECUHVt  UfPAR'MfM 
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Civil  CiE  f  E  NSE  aGESCy  and  Of  HCE       EMERGENCY  PREPAREDNESS 
«G0  WORCESTER  ROAD 
P  O  BOX 
PHAMIN&HAM   MACS  01?01f)317 


MICHAEL  S  DUKAKIS 


ROBFHT  J  BOULAv 
[-iHECIOR 


GOVERNOR 


Dr.    Ll'iiciiL  Vtill  SvraslVJ.Ieb,    I'l"  JllCJpaJ 

Newton  South  High  School 
140  Brando is  St. 
Newton,  Mass.  02159 

Dear  Dr .  Va  1 1  Se  a  si  i<  ■  1  e  ii : 

I  would  like  to  take  this  opportunity  to  than);  you  for  the  hospitality  extend-,  d 
to  the  MCDA  Planner,  the  Red  Cross  Disaster  Sen/ices  representative,  the  IV>sl<  n 
Edison  Company  Planners,  and  the  IJcwton  Civ.il  [Jefense  Director  on  May  2r,ih  v.h.  n 
they  toured  the  Newton  South  High  School  to  evaluate  the  facility  for  possible 
use  as  an  emergency  shelter. 

Your  vice-principal,  Mr.  Caras,  and  your  building  superintendent,  Mr.  Testa, 
were  very  helpful  and  cooperative  in  showing  the  group  around  the  building  and 
answering  questions. 

Attending  to  mitigation  and  planning  measures  beforehand  is  vital  in  the  success- 
ful management  of  emergencies  and  disasters  if  and  when  they  do  arise.  The  assis- 
tance given  us  by  you  and  your  staff  contributed  to  our  overall  emergency  planning 
efforts.  This  evaluation  of  Newton  South  High  School  will  help  us  in  our  effort 
to  determine  the  number  of  shelter  spaces  that  potentially  exist  in  the  area. 

Thank  you  again  for  your  cooperation. 


>ulay, 


cc:  Jay  I.  W.  Moskow,  Newton  Civil  Defense  Director 

'  Ophair  Caras,  Vice-Principal,  Newton  South  High  School 
Carmen  Testa,  Bldg.  Supt. ,  Newton  South  High  School 
John  L.  Levering,  Deputy  Director,  MCDA 
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THE  COMMONWEALTH  OF  MASSACHUSETTS 


Civil  DtHNSf  AofcNCr  ANO  UFrlCt  0»  6MtHUtNC'  t-*fc  (-4*cL,NtSS 
400  WuHCESTefi  hOAO 
P  0  fiC/  use 
ru*MiNC.. « >/  miss  fn?1iO'li7 


t  *  I  CUl  IV  f  [ifl't(<H'(  1,1 


ROBERT  J  BOULA Y 


Mr.  Edwin  F.  Fraktman,  Principal 
Day  Junior  High  Schco.1 
21^Minot  Place 
Newton,  Mass.  02159 

Dear  Mr.  Fraktman: 

I  would  like  to  take  this  opportunity  to  thank  you  for  the  hospital  ity  -•::t  «•:.:■  : 
to  the  MCDA  Planner,  the-  IV;  J  Ciuy.y.  1 1  i        •  -r  S>  i  r<  :>••:.<  :;i  :ii  ]->■  ,  t : ,.    i.  ?. 

Edison  Co.  Planners,  and  the  Newton  Civil  Defense  Director  on  May  25th  when  they 
toured  the  Day  Junior  High  School  to  evaluate  the  facility  for  possible  use  as 
an  emergency  shelter. 

Your  building  superintendent,  Mr.  Quinlan,  was  very  helpful  and  cooperative 
in  showing  the  group  around  the  building  and  answering  questions. 

Attending  to  mitigation  and  planning  measures  beforehand  is  vital  in  the  success- 
ful management  of  emergencies  and  disasters  if  and  when  rhey  do  arise.  The  assis- 
tance given  us  by  you  and  your  staff  contributed  to  our  overall  emergency  planning 
efforts.  This  evaluation  of  Day  Junior  High  School  will  help  us  in  our  effort  to 
determine  the  number  of  shelter  spaces  that  potentially  exist  in  the  area. 

Thank  you  again  for  your  cooperation. 


cc:  Jay  I.  W.  Moskow,  Newton  Civil  Defense  Director 

Paul  Quinlan,  Head  Custodian,  Day  Junior  High  -School 
John  L.  Levering,  Deputy  Director,  MCDA 
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THE  COMMONWEAI  TH  OF  MASSACHUSETTS 


E  >  EClJTlVE  t'E  ft-  B 1  m  t  n  I 


CWIl  OfFtNSE  4GE»«C»  *Mj  ;/f  SiCt  Of-  EMERGEN^*  PRtniiiWttSS 
400  /.ORCE.S1ER  RO*0 
PO  BO*  U96 


•  i  -  J' 


MICHAEL  S  DUKAKIS 


ROBERT  J  BOUl* V 

t-iRECTOR 


GOVERNOR 


Gene  Sweeney 

Director  of  Su|jjort  Services 
Newton  Public  Schools 
100  Walnut  St. 
Newton;  fcjass. 

Dear  Mr.  Sweeney: 

I  would  like  to  tnko  this  f >i  *wK  uni  t  y  to  t  hank  you  for.  your  \  iwd     !• !  <*f  fort 
in  arranging  the  shelter  evaluation  tours  of  three  Newton  schools. 

On  May  25th,  an  MCDA  Planner,  a  Red  Cross  Disaster  Services  representative, 
two  Boston  Edison  Co.  Planners,  and  the  Newton  Civil  Defense  Director  toured 
Newton  North  High,  Day  Junior  High,  and  Newton  South  High.  The  staffs  of  these 
schools  were  very  helpful  and  cooperative  in  escorting  them  around  and  answerir  } 
questions.    The  team  was  able  to  acquire  all  information  needed  in  order  to 
determine  whether  these  buildings  would  be  suitable  for  sheltering  disaster 
victims. 

Attending  to  mitigation  and  planning  measures  beforehand  is  vital  in  the  success- 
ful management  of  emergencies  and  disasters  if  and  when  they  do  arise.  The  assis- 
tance given  us  by  you  and  other  Newton  schools  staff  will  help  us  in  our  effort 
to  determine  the  number  of  shelter  spaces  that  potentially  exist  in  the  area. 

Thank  you  again  for  your  cooperation. 


cc:  Jay  I.  W.  Moskow,  Newton  Civil  Defense  Director 
John  L.  Levering,  Deputy  Director,  MCDA 
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THE  COMMONWEALTH  OF  MASSACHUSETTS 
EXECUTIVE  DEPARTMENT 

CIVIL  DEFENSE  AGENCY  AND  OFFICE  OF  EMERGENCY  PREPAREDNESS 
400  WORCESTER  ROAD 
P  O  *»Ox  >«9» 
FRAMINOMAM   MASS  01701-0317 


MICHAEL  S.  DUKAKIS 
GOVERNOR 


May  4 ,  1988 


A,l*l| 


ROBERT  J  BOULAY 
DIPf  ctoo 


Father  Timothy  Shea 

St.  James  l )ifi  rath-,:  it:  i. 

9u0  Worcestc r  Lt  . 
wellesley,  HA  02181 

Dear  Father  Shea: 

I  am  writing  this  letter  in  response  to  your  conversation  on  the  telephone  on 
Thursday,   April  28th  with  Ms.    Kazunas ,   our  Wellesley  Reception  Center  FeasiLxl- 
ity  Coordinator. 

One  of  the  many  components  that  needs  to  :  >e  identified  in  planning  for  tiic  pro- 
posed 'Wellesley  Reception  Center  is  a   'staging  area'    for  the  busses  winch  may  be 
used  to  transport  some  evacuees  from  the  processing  center  to  congregate  care 
shelters.     In  looking  over  the  area  within  a  mile  or  two  from  the  site  rfhich  is 
being  studied  for  the  processing  center   (the  state  DPW  facility  on  Rte .   9),  it 
was  noted  that  St.   James  Church  has  a  parking  lot  that  features  the  size,  loca- 
tion and  access  which  we  feel  would  be  adequate  for  the  task. 

The  actual  procedures  which  would  transpire  in  the  church  parking  lot  are  quite 
simple:     Busses  would  be  dispatched  off  and  on  during  a  period  of  up  to  12  hours, 
and  would  pick-up  evacuees  at  the  DPW  facility,  transport  them  to  shelters  in 
various  locations  throughout  the  area  and  then  return  to  the  church  parking  lot 
to  regroup,  receive  instructions,  and  then  depart  again.     The  people  who  would 
coordinate  this  activity  would  be  assigned  from  the  ranks  of  state  personnel, 
such  as  state  police,  therefore  the  only  responsibility  St.   James  Church  person- 
nel would  have  is  overseeing  the  general  welfare  and  security  of  their  facility. 

As  well  as  an  explanation  of  the   'staging  area'   procedures,  you  also  requested 
information  concerning  legal  liability  ramifications  of  this  activity.  The 
letter  of  agreement  with  the  Commonwealth  that  you  would  be  asked  to  sign  if  the 
St.   James  parking  lot  were  designated  as  staging  area  for  this  project  contains 
the  following  paragraph: 

"Boston  Edison  shall  indemnify,  defend  and  hold  harmless  the  Owner, 
for  and  against  any  claim,  damage,   action,   suits,   losses,   costs  or 
expenses  for  loss  or  damage  to  property,  or  injury  to  persons,  in- 
cluding death,  and  reasonable  attorneys'   fees,  caused  by,  connected 
with,  or  arising  out  of  the  actions  or  omissions  of  the  Owner,  in 
connection  with  the  use  of  the  facilities  as  a  Transportation  Staging 
Area  during  a  radiological  emergency  at  Pilgrim  Station." 

Also  enclosed,   for  your  perusal,  and  to  present  to  your  attorney  for  review  and 
study  is  a  summary  of  the  Price-Anderson  Act  and  the  section  of  the  state  law 
which  covers  persons  engaged  in  civil  defense  activities  during  a   'staie  of 
emergency.'     The  Church  would  be  covered  under  all  of  these  statutes. 
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Ms.   Kazunas  will  be  contacting  you  in  the  next  couple  of  weeks  to  schedule  a 
meeting  at  which  you  and  your  colleagues  can  discuss  details  and!  conceri  s  rfith 
Boston  Mi^o:.   l  *j  rtftOiit  a  T.  i  v«a  hi,  5  ,   ti^elui.,,,   .-^j:.  U.u  i»<jic*Jlfiu;.t.  ^  -  -  -  ^: 

ficially  designate  the  St.  James  the  Great  Church  parking  lot  as  the  Transpor- 
tation Staging  Area  for  the  Wellesley  Reception  Center. 


1 ;'  •• 


Thank  you  for  your  attention  to  tins  matter. 

Si  nee  re  1 y  , 


RJB/caf 

cc:     John  L.   Lovering,   Deputy  Director 

Douglas  P.  Forbes,  Director  of  Planning 
Buzz  Hausner,   Director,  HSEPP 
Edward  Fratto,  Asst.   Director,  NSEPP 
Judith  Kazunas,   Regional  Planner  III 
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ATTACHK  EN  T  E 
12  PAGES 


TO:  John  Lovering 
FROM:     Don  Remark 


The  following  agreed  to  send  us  information  on  their  Reception 
Centers.     All  of  them  as  well  as  some  I  couldn't  get  through  to 
require  follow-up  week  of  October  11th.     This  was  a  bad  week  as 
most  states  had  major  exercises  to  conduct  and  there  was  also  a 
Hazardous  Materials  Conference. 

Virginia  George  Urquhart 

Florida  Bart  Frost 

Maryland  Chuck  Rayburn 

New  York  Larry  Checks 

Illinois  A.J.  Saccia 

I'm  working  on  Kansas  and  Louisiana.     Arizona  is  not  applicable. 

We  have  information  that  three  (3)   plants  have  reception  centers 
35  miles  from  plant.     Ten   (10)  plants  have  reception  centers 
40  to  50  miles  from  plant.      (There  may  be  more  than  one  center). 
Six   (6)  plants  had  30  miles  or  less.     Our  data  is  from  19  plants 


RECEPTION  CENTER  LOCATION  RESPONSES 

1.  John  Costello,  Surrey  Station  -  Closest:  13.6  miles 

Most  distant:  30  miles 


2.  Jan  Masler,  Florida  Power  and  Light-  Turkey  Point-  Closest: 

20  miles 
Most 
distant: 
20  miles 
St.  Lucie-  Closest: 

30  miles 
Most 
distant: 
50  miles 

3.  Chuck  Rayburn,  Baltimore  G&E  -  Most  distant:  35  miles 


4.  Bo  Lindgren,  Indian  Point  -  Gen.  Pop.  Cntrs-  Most  Distant: 

15  miles 

Cong.  Care-  Most  Distant: 

40  miles 


5.  Jeff  Temple,  Maine  Yankee  -  Closest:  20  miles 

Most  distant:  30  miles 


.  Al  Salemi,  9  Mile  Point  -  Closest:  40  miles 

Most  distant:  50  miles 


7.  Rich  Chojnacki ,  Point  Beach  -  Most  distant:  11  miles 
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February  22,  1988 


TO:  W.B.  BRENNER, 

FROM:        A.J.  SCACCL 
SUBJECT:  HOST  COMMUNITY  DISTANCE 


Per  your  request,  the  following  is  a  list  of  Host  Communities 
(primary  shelter  locations),  that  are  the  farthest  away  from  our  stations 


Station 

Community 

Approximate 
Distance 

Braidwood 

La  Salle  Peru 

47 

miles 

Byron 

Mt.  Carroll 

35 

miles 

Dresden 

La  Salle  Peru 

45 

miles 

La  Salle 

Kankakee 

45 

miles 

Quad  Cities 

IL      -  Sterling 
Iowa  -  Bellevue 

32 
52 

miles 
miles 

Zion 

IL      -  Marengo 
Wis.  -  White  Water 

43 
52 

miles 
miles 

It  should  be  noted  that  these  distances  are  only  an  approximation,  if 
you  require  more  detailed  information,  please  advise. 


AJS : cdw 
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NUCLEAR  NETWORK 


The  following  information,  or  question,  was  received  via  INPO's  Nuclear  Network  com- 
puter system.    Requests  for  additional  information  or  responses  to  questions  should 
be  directed  to  Sarah  Slater,  extension  8069  (PNPS). 

Distribution:RON  VARLEY,  EOF 
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EP  2875  Q  SLATER  (BOST)  21-JAN-88  10:17  EST 
SUBJECT:  OFFSITE  EMERGENCY  PLANNING  RECEPTION  CENTERS 


BJLC  E  I  V  E  D 
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EP GROUP 


1.    THE  PILGRIM  NUCLEAR  POWER  STATION  IS  WORKING  WITH  THE  STATE 
OF  MASSACHUSETTS  TO  LOCATE  ADDITIONAL  RECEPTION  CENTERS.  WE 
WOULD  LIKE  TO  KNOW  THE  MAXIMUM  DISTANCE  YOUR  RECEPTION  CEN- 
TERS ARE  LOCATED  AWAY  FROM  YOUR  STATION. 

THE  STATE  IS  ANXIOUS  FOR  US  TO  PROVIDE  THIS  INFORMATION,  SO  AN 
EXPEDITED  INQUIRY  WOULD  BE  GREATLY  APPRECIATED. 

PLEASE  DIRECT  ALL  RESPONSES  TO  RON  VARLEY 

BOSTON  EDISON  CO. 

"OCEANTOWN" 

59  INDUSTRIAL  PARK 

PLYMOUTH,  MA  02360 


INFORMATION  CONTACT:  RON  VARLEY  617-747-4785 

*********************************** 

EP  2886  A  HELGESON  (WPPSS)  01-FEB-88  11:45  EST 
SUBJECT:  This  is  a  response  to  message  #  2875. 
RE:  OFFSITE  EMERGENCY  PLANNING  RECEPTION  CENTERS 
Original  from:  SLATER 
FROM:  WNP-2  BWR 

THE  MAXIMUM  DISTANCE  WE  HAVE  AN  ASSISTANCE  CENTER  IS  27  MILES 
FROM  THE  PLANT.    WE  HAVE  FOUR  CENTERS. 


INFORMATION  CONTACT:  JOAN  HOUCHINS  509  377  8488 


• 
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NUCLEAR  NETWORK 


The  following  information,  or  question,  was  received  via  INPO's  Nuclear  Network  com- 
puter system.    Requests  for  additional  information  or  responses  to  questions  should 
be  directed  to  Sarah  Slater,  extension  8069  (PNPS). 

Distribution:RON  VARLEY 


***************************** 

EP  2875  Q  SLATER  (BOST)  21-JAN-88  10:17  EST 

SUBJECT:  OFFSITE  EMERGENCY  PLANNING  RECEPTION  CENTERS 


RECEIVED 
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1.    THE  PILGRIM  NUCLEAR  POWER  STATION  IS  WORKING  WITH  THE  STATE 
OF  MASSACHUSETTS  TO  LOCATE  ADDITIONAL  RECEPTION  CENTERS.  WE 
WOULD  LIKE  TO  KNOW  THE  MAXIMUM  DISTANCE  YOUR  RECEPTION  CEN- 
TERS ARE  LOCATED  AWAY  FROM  YOUR  STATION. 

THE  STATE  IS  ANXIOUS  FOR  US  TO  PROVIDE  THIS  INFORMATION,  SO  AN 
EXPEDITED  INQUIRY  WOULD  BE  GREATLY  APPRECIATED. 

PLEASE  DIRECT  ALL  RESPONSES  TO  RON  VARLEY 

BOSTON  EDISON  CO. 

"OCEANTOWN" 

59  INDUSTRIAL  PARK 

PLYMOUTH,  MA  02360 


INFORMATION  CONTACT:  RON  VARLEY  617-747-4785 

*********************************** 

EP  2899  A  MYERS  (WCNOC)  04-FEB-88  16:41  EST 
SUBJECT:  This  is  a  response  to  message  #  2875. 
RE:  OFFSITE  EMERGENCY  PLANNING  RECEPTION  CENTERS 
Original  from:  SLATER 


TO:  Ron  Varley 

FROM:         Ken  Craighead  (WCNOC) 

SUBJECT:    Response  to  Message  EP  2875 


Wolf  Creek  Generating  Station  offers  the  following  response 
to  your  question: 


♦ 


Wolf  Creek  Generating  Station's  farthest  reception  center  is 
about  35  miles  away. 

INFORMATION  CONTACT:  Ken  Craighead  (316)  261-6873 
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NUCLEAR  NETWORK 


The  following  information,  or  question,  was  received  via  INPO's  Nuclear  Network  com 
puter  system.  Requests  for  additional  information  or  responses  to  questions  should 
be  directed  to  Sarah  Slater,  extension  8069  (PNPS). 


Distribution: 


CO 


EP  2875  q  SLATER  (BOST)  21-JAN-88  10:17  EST 

SUBJECT:  OFFSITE  EMERGENCY  PLANNING  RECEPTION  CENTERS 


TTECEI  V 
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EP GROUP 


1.    THE  PILGRIM  NUCLEAR  POWER  STATION  IS  WORKING  WITH  THE  STATE 
OF  MASSACHUSETTS  TO  LOCATE  ADDITIONAL  RECEPTION  CENTERS.  WE 
WOULD  LIKE  TO  KNOW  THE  MAXIMUM  DISTANCE  YOUR  RECEPTION  CEN- 
TERS ARE  LOCATED  AWAY  FROM  YOUR  STATION. 

THE  STATE  IS  ANXIOUS  FOR  US  TO  PROVIDE  THIS  INFORMATION,  SO  AN 
EXPEDITED  INQUIRY  WOULD  BE  GREATLY  APPRECIATED. 

PLEASE  DIRECT  ALL  RESPONSES  TO  RON  VARLEY 

BOSTON  EDISON  CO. 

"OCEANTOWN" 

59  INDUSTRIAL  PARK 

PLYMOUTH,  MA  02360 


INFORMATION  CONTACT:  RON  VARLEY  617-747-4785 

******★***★★*****★***★**★★★**★*★★*★ 

EP  2888  A  RIGGS  (TUGCO)  02-FEB-88  14:49  EST 
SUBJECT:  This  is  a  response  to  message  #  2875. 
RE:  OFFSITE  EMERGENCY  PLANNING  RECEPTION  CENTERS 
Original  from:  SLATER 

To:    Ron  Varley 

From:    RIGGS  (TUELEC)  Comanche  Peak  SES,  4-Loop  West.  PWR 

NUREG  0654,  J.h.  requires  relocation  centers  in  host  areas  to  be  at 
least  5  and  preferably  10  miles  beyond  the  outer  edge  of  the  plume 
EPZ  (in  the  case  of  Comanche  Peak,  a  10  mile  EPZ)  or  at  least  15 
miles  from  the  plant  and  preferably  20  miles.    We  have  a 
relocation  center  in  Cleburne,  Texas  (23  miles,  straight  line)  and 
in  Stephenville,  Texas  (25  miles).    However,  locations  will,  or 
should,  depend  on  cities  which  will  assist  the  utility. 


INFORMATION  CONTACT:     Al  Armstrong  (817) -897-5505 


NUCLEAR  NETWORK 


The  following  information,  or  question,  was  received  via  INPO's  Nuclear  Network  com- 
puter system.    Requests  for  additional  information  or  responses  to  questions  should 
be  directed  to  Sarah  Slater,  extension  8069  (PNPS). 

Distribution:fiBEWHLEYt"  EOF  OCEANTOWN 
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EP  2875  Q  SLATER  (BOST)  21-JAN-88  10:17  EST 

SUBJECT:  OFFSITE  EMERGENCY  PLANNING  RECEPTION  CENTERS 


1.    THE  PILGRIM  NUCLEAR  POWER  STATION  IS  WORKING  WITH  THE  STATE 
OF  MASSACHUSETTS  TO  LOCATE  ADDITIONAL  RECEPTION  CENTERS.  WE 
WOULD  LIKE  TO  KNOW  THE  MAXIMUM  DISTANCE  YOUR  RECEPTION  CEN- 
TERS ARE  LOCATED  AWAY  FROM  YOUR  STATION. 


THE  STATE  IS  ANXIOUS  FOR  US  TO  PROVIDE  THIS  INFORMATION,  SO  AN 
EXPEDITED  INQUIRY  WOULD  BE  GREATLY  APPRECIATED. 


PLEASE  DIRECT  ALL  RESPONSES  TO  RON  VARLEY 

BOSTON  EDISON  CO. 

"OCEANTOWN" 

59  INDUSTRIAL  PARK 

PLYMOUTH,  MA  02360 


INFORMATION  CONTACT:  RON  VARLEY  617-747-4785 


RECEIVED 

FEB  0  4  1988 
EP GROUP 
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EP  2887  A  KING  (GSU)  01-FEB-88  18:50  EST 
SUBJECT:  This  is  a  response  to  message  #  2875. 
RE:  OFFSITE  EMERGENCY  PLANNING  RECEPTION  CENTERS 
Original  from:  SLATER 


ATTN:  RON  VARLEY  (BOST) 
FROM:  RIVER  BEND  STATION 


RIVER  BEND'S  FARTHEST  RECEPTION  CENTER  IS  LOCATED  38  MILES  FROM  THE 
STATION. 


INFORMATION  CONTACT:  ROGER  JOBE  (504)  381-4224 


FEB  G  0  ScB 


NUCLEAR  NETWORK 


The  following  information,  or  question,  was  received  via  INPO's  N 
puter  system.  Requests  for  additional  information  or  responses  t 
be  directed  to  Sarah  Slater,  extension  8069  (PNPS). 


jcleE  fiet&RQoU-P 


Distribution:RON  VARLEY    EOF  OCEANTOWN 
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EP  2875  Q  SLATER  (BOST)  21-JAN-88  10:17  EST 

SUBJECT:  OFFSITE  EMERGENCY  PLANNING  RECEPTION  CENTERS 


1.    THE  PILGRIM  NUCLEAR  POWER  STATION  IS  WORKING  WITH  THE  STATE 
OF  MASSACHUSETTS  TO  LOCATE  ADDITIONAL  RECEPTION  CENTERS.  WE 
WOULD  LIKE  TO  KNOW  THE  MAXIMUM  DISTANCE  YOUR  RECEPTION  CEN- 
TERS ARE  LOCATED  AWAY  FROM  YOUR  STATION. 

THE  STATE  IS  ANXIOUS  FOR  US  TO  PROVIDE  THIS  INFORMATION,  SO  AN 
EXPEDITED  INQUIRY  WOULD  BE  GREATLY  APPRECIATED. 

PLEASE  DIRECT  ALL  RESPONSES  TO  RON  VARLEY 


*********************************** 


EP  2901  A  LOCICERO  (APS)  05-FEB-88  15:34  EST 
SUBJECT:  This  is  a  response  to  message  #  2875. 
RE:  OFFSITE  EMERGENCY  PLANNING  RECEPTION  CENTERS 
Original  from:  SLATER 


ATTENTION:    RON  VARLEY 

Response  to  distance  of  Reception  and  Care  Centers  from  our 
station. 

Due    to    the  limited  size  of  the  EPZ  population    surrounding  the 


BOSTON  EDISON  CO. 
"OCEANTOWN" 


59  INDUSTRIAL  PARK 
PLYMOUTH,  MA  02360 


INFORMATION  CONTACT:  RON  VARLEY 


617-747-4785 


* 
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Palo  Verde  Nuclear  Generating  Station  (approximately  1600),  only 
eight  (8)  RCC  facilities  have  been  established. 

The  closest  one  is  approximately  25.3  miles  from  the  site.  The 
furthest  one  is  approximately  40.6  miles  from  Palo  Verde.  The 
remaining  six  (6)  fall  somewhere  between  these  two. 

INFORMATION  CONTACT:    William  D.  Wolfe    (602)  393-6096 


